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CELOTEX INSULATION BY THE CARLOAD 


Celotex Vapor-seal Sheathing and Interior Finish 
Cut Insulation Costs — Assure Year-Round Comfort 


pour 250 houses, many for year- give greater permanent protection 
round use, have been built at for less money and that people recog- 
Island Lake, Illinois, by the National nize and appreciate the value of this 
Mortgage & Investment Company. protection. Celotex Vapor-seal 
All of these houses are protected against Sheathing replaces ordinary sheath- 
fuel waste and excessive heat by Celotex ing. Celotex Vapor-seal Lath replaces 
Insulation Products. In some cases, other lath. Celotex Insulating Interior 
Celotex Vapor-seal Sheathing has Finish replaces other finish. That's 
been used in place of other sheathing. why these products represent true econ- 
In others, insulation is combined with omy for builders. 
interior finish in Celotex Key Joint And remember—all Celotex Cane 
— ر‎ pil رو‎ P 2 n In Fibre Products are permanently pro- 
وی‎ ps h پو و‎ — build aS and tected against termites and dry rot by 
Cele e ve 9 he 1 سب و خیم‎ the exclusive, patented Ferox Proc- 
elotex Froducts have helped them ess. And they are guaranteed in writ- 


keep costs down while affording perma- ing for the life of the building!* Mail 
nent protection to purchasers. the coupon now! 


There's plenty of sales appeal in a living room like this 


—with walls and ceiling done in Celotex Plank. Insula- W hetheryouare building one house * 
tion, interior finish, and decorating costs are all com- or a thousand, you'll find Celotex This guarantee, when issued, applies only within 
bined in one item; builder and owner share the benefits! Guaranteed Insulation enables youto boundaries of Continental U nited States. 
Perr te ce ee Se ee eee eee eee eee eo em eH = | 
: THE CELOTEX CORPORATION ABBA 6-40 4 
4 919 N. Michigan Ave., Chicago, Ill. 1 
i Please furnish complete information and specifica- : a eee 
tions on Celotex Guaranteed Insulation. i B U ۱ L D 1 N G P R 0 0 U C T 5 
NAME. موم موم موم و‎ The word Celotex is a brand name identifying a group of products marketed hy The Celotex Corporation, including 
F CANE FI BRE INSULATING SHEATHING, LATH, INTERIOR FINISH 
ASPHALT SHINGLES, SIDING, ROLL ROOFING » ROCK WO OL 
c . gLIt enen BATTS, BLANKETS . GYPSUM PLASTERS, LATH, WALL BOARD 
۱ W مد وه‎ ere enen 334 
دچ د ا‎ ͤ —ꝓZä6äͤ: Gm 1 Sales Distributors Throughout the World 
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THIS NEW RADIAL SAW HELPS 
YOU MAKE THE LOW BID... 
and 


A PROFIT 
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lumber travels from pile directly across work 
table into house. Saves time and labor. 
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The builder whose bid is based on old “saw and hatchet” 
methods no longer has a chance. So many materials ir 
addition to wood go into the construction of the modern 
house that machine cutting is essential. Asbestos-cement 
products, tile, plastics, bronze, stainless steel and other 
materials simply cannot be cut by hand except at ex- 
orbitant cost. The Walker-Turner Radial Saw cuts these 
and others fast, accurately and with minimum waste. A 
shockproof geared motor brings the shaft so close to the 
work that small, thin saws and abrasive wheels are 
safely used to make the same cuts for which large saws 
or thick wheels are required with direct motor drive. 
Small blades give greater cutting force, cut faster, save 


Cuts everything — wood, steel pipe, transite, 
bakelite, tile, terra cotta or what have you. 
material and make blades last longer. Several geared —— .. ——— 


WALEER TURNER Co., INC. 

1060 Berckman St., Plainfield, N. J. 

O Please send me your new Radial Folder. 

C I would like to see the Radial Saw demonstrated. 


motors of various speeds permit selection of the one most 
efficient for the type of work to be done. One machine 
is cutting 80,000 feet of bronze molding in Parkchester 


(New York) housing development at tremendous savings. Name Title 
Many other outstanding examples. Company 

Street 

City State 
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body favors it. But from what source is 
to come the means of paying for it? Are 
the expenditures to be substituted for 
other expenditures now being made by 
the federal government, or added to them? 
Are policies that have hindered revival of 
business for years to be continued or 
modified? 

Business in the United States is rela- 
tively much worse now than in 1914. 
There are much more unused productive 
and transportation capacity, much more 
idle capital, many more unemployed. 
But these very conditions afford oppor- 
tunity for much more expansion of busi- 
ness within a short time—as was strikingly 
shown last fall. Large expenditures for 
defense will directly stimulate the heavy 
industries, failure of revival in which has 
protracted the depression. Revival of 
production, employment and payrolls in 
them would increase business, employ- 
ment and payrolls in the industries from 
which they buy raw materials, fuel and 
transportation; and there would auto- 
matically result largely increased expendi- 
tures for consumers’ goods and housing. 


ren in large measure these de 
velopments will soon occur—as they 
actually did in 1914-1916. 

But there is a limit to the amount of 
government interference, spending and 
taxing that private business can stand. 
Exceed that limit, and you limit its total 
expansion—expansion in branches that 
are stimulated being offset by contraction 
in others that are restricted by excessive 
taxation, government interference and 
government competition. 

Business as a whole in the United States 
is now improving. Probably it will con- 
tinue to improve for some time. But how 
much and long it will improve will be 
determined largely by the extent to which 
government, business and labor abandon 
policies that have kept it bad, and restore 
policies under which for a century and a 
half it almost always expanded. 
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The Future of Business 


ANY evidently have believed, since 
the German blitzkrieg against Great 
Britain and France began, that there is 
nothing certain about future business in 
the United States excepting uncertainty. 
There is a remarkable contrast between 
what occurred here following the begin- 
ning of the war last September and what 
has occurred since early in April. 

Between August 30 and October 1 the 
average price of important industrial 
stocks, as reported by Dow-Jones, in- 
creased from $134 to $155; and in the last 
third of 1939 there was an almost unpre- 
cedented expansion of business. But be- 
tween April 6 and May 23 the average of 
these stocks declined from $151 to $114. 
And yet during April and May there was 
no recession of business—on the contrary, 
some improvement. 

Those who believed last fall the war was 
going to cause a lasting improvement of 
business were wrong. The expansion that 
occurred then soon petered out. Those 
that recent developments in Europe have 
given such a scare probably are equally 
wrong. The war is a horrible thing. In 
the long run it will injure us, whether we 
enter it or not. But experience and reason 
refute those who believe it will have bad 
effects on American business in the near 
future. 

The same kind of people became so 
scared after war began in 1914 that it was 
soon necessary to close the Stock Ex- 
change. We were then in a mild depres- 
sion which for a few months became 
worse. But in 1916 (before we entered the 
war) the amount of business done in this 
country was larger than in any previous 
year in history and one-third larger than 
in 1914. 


UR economic conditions are widely 
different now—in some respects less 
favorable; but, as regards early future pos- 
sibilities, much more favorable. Whether 
these more favorable future possibilities 
will be realized in this country will be 
determined by what is done here and not 
by what is done in Europe. 
Suddenly we have begun developing a 
vast program of defense. Almost every- 
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SUMMARY OF ‘INCOR’ SAVINGS 


Addition to Jerpe Cold Storage Co. 
Building 12th & Dodge Sts., Omaha, 
Nebraska. 


Engineers: Smith, Brubaker & Egan, 
Chicago. 


Contractor: John Lof & Sons, Omaha. 


1000 cu. yd. of concrete. ۰ 7 stories 
and roof. 


Savings to contractor in regular sala- 
ries, supervision and . 
6 weeks at 8380 82280 


Savings, 1۳6 floors of shores . 135 


Rain on 2 floors, ‘Incor’ saved 
re-topp ing 


Total Incor' Saving . 
Less Extra Cost of ‘Incor’ . 


Net Saving ۰۰ ۰ ۰ ۰ ۰ . $1965 
or $1.96 per cu. yd. of concrete. 
Š% 4 


6 weeks’ earlier occupancy meant 
$10,500 extra income for owner. 


INCOR’ > 
SAVED | 
‘PNET f 


PER CU. YD. 
OF CONCRETE 


— — . 


6 WEEKS’ EARLIER OCCUPANCY 
EARNED *10,500 FOR OWNER 


NCE again, dependable ‘Incor’ high early strength produced 
worthwhile savings this time in new addition for Jerpe 
Cold Storage Company, Omaha. This 7-story ice-box contains 
1000 cu. yd. of ‘Incor’ concrete in floor slabs and roof. ‘Incor’ 
net savings, summarized at right, amounted to $1,965. That 
means $1.96 per cu. yd. of concrete. And 6 weeks’ earlier occu- 
pancy meant $10,500 extra income for the owner. 


Outside walls are of double concrete frame construction with 
cork insulation; columns and slabs throughout are covered with 
cork. Total elapsed time of one month and 8 days for completion 
of concrete frame indicates good job organization plus Incor' 
operating economies. Heavy rains fell on two of the floors an 
hour or so after troweling the finished concrete. The contractor 
states that ‘Incor’ saved him the cost of re-topping. 


Typical of Incor's economies in all kinds of concrete work 
the country over. And a 13-year performance record, exclusive 
with Incor“, proves long-time durability of this first high early 
strength Portland cement. Write for copy of Cutting Concrete 
Costs. Lone Star Cement Corporation, Room 2234, 342 Madison 
Avenue, New York. Reg. U. S. Pat. Off. 


LONE STAR CEMENT CORPORATION 


MAKERS OF LONE STAR CEMENT » ۰ ۰ ‘INCOR’ 24-HOUR CEMENT 
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AND BUILDING AGE 


National Defense—Spending Billions—Will Lead to 
Enlarged Industrial Construction and Home Building 


relief doles to the higher wages of private industry be- 
cause of the government’s vast rearmament and national 
defense program. There was no such prospect in 1914 
because there was then no such unemployment as now. 
The other is the eventual certainty of better farm prod- 
uct prices and improved farm population prosperity and 
farm building because of war needs for food supplies on 
a world-wide scale, both to belligerent and to non-bellig- 
erent populations. 

Home building for the past five years has forged 
steadily ahead in spite of the great handicap to business 
and agriculture of so many millions of workers unem- 
ployed in private industry. But, even with this great 
burden of uncertainty and lack of purchasing power, 
home building has expanded, increasing from only 
about 54,000 housing units built in 1934 to about 500,000 
housing units built in 1939. 

If home building and the far-flung local home build- 
ing industry have been able to make such a record in 
spite of the general unemployment, business depression 
and recession of the past few years, what marvels of 
building activity can we expect under the stimulus of 
re-employment, larger payrolls and the “undoubling” 
of families, resulting from this new national defense and 
rearmament program! 


Lessons from the War Period 1914-1920 


The statistical records of the last war period, for 
every factor influencing building, are open to all; but 
possibly to us who lived through those hectic days they 
carry a clearer meaning. In August, 1914, when Kaiser 
Bill’s Big Push started, general business in this country 
had been on the down grade for more than two years; 
and residential building and real estate activity had been 
declining since 1909. Residential rents and building 
costs were stabilized at a fairly low level. Vacancies 
ranged from 6 to 10 per cent, and the number of new 
family dwelling units being built each year averaged, 
for the period 1905 to 1914, about 400,000. 

Soon after the European war started industry in the 
United States felt the stimulating effects of war orders. 
Industrial production shot up from index 74 in Septem- 
ber 1914 to index 97 in the spring of 1915. Bank clear- 
ings doubled; car loadings and rail revenue largely in- 
creased. Real estate activity turned upward and ad- 
vanced consistently for two years, or until the United 
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O make America “safe for democracy” the Admin- 
T. at Washington, with the practically unani- 

mous backing of Congress and the people, has em- 
barked on a stupendous program of rearmament and 
national defense. Billions of dollars will be spent for 
the manufacture of aircraft, naval units, guns and muni- 
tions, and for army, naval and air force supplies of every 
sort. Forts, naval bases and air bases are to be built, 
enlarged and extended. Greatly expanded equipment 
and personnel for pilot and officer training are to be 
created. 

The full productive capacity of American industrial 
plants suitable for these purposes, it is expected, will 
be called upon to supply the thousand and one urgent 
requirements under this vast program. Shortages of 
skilled labor will develop and labor- training will become 
common. Factories will be modernized and enlarged. 
The housing of industrial workers will demand atten- 
tion. Rents will go up; employment will be expanded ; 
buying power will be increased. All business, includ- 
ing eventually agriculture, will be stimulated, most fore- 
casters agree. 

The Editor of this publication has been asked, in the 
light of these facts, to analyze the present building out- 
look. Of all building and architectural publication edi- 
tors, he is the only one to have had the same editorial 
vantage point in 1914 as now; and it is thought that his 
personal knowledge of the somewhat similar develop- 
ments experienced back in 1914 to 1920 will be helpful 
in foreseeing what the building industry may expect 
from the present war and our own rearmament and na- 
tional defense program to keep the war away from our 
shores. 

A study of the basic factors, back in 1914 to 1920, that 
encouraged or discouraged building activity and a sta- 
tistical analysis of them should give dependable guid- 
ance to what lies ahead today, insofar as these same 
basic factors are concerned. 


Stimulus to Employment and Buying Power 


There are two very important and obvious present- 
day facts that should be mentioned, because of their 
vital bearing on prospective building volume for this 
year and next. One is the immediate prospect of the 


widespread re-employment of factory and transporta- 
tion workers, and their transfer from WPA wages and 
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Looking back to the summer of 1918, we recall vividly 
the deluge of company housing projects and of Govern- 
ment housing projects to accommodate munitions work- 
ers. The Rock Island arsenal housing, Sparrows Point, 
Muscle Shoals—and hundreds of others—come to mind 
as examples of hurried planning, outrageous costs, poor 
construction and the general bungling and ineptitude of 
home building by Government bureaus. This time we 
are hoping for something better. 

It should be the duty and business opportunity of 
every industrial community to make a plant survey and 
a housing survey now; and to provide, through compe- 
tent private competitive construction, for the additional 
plant and factory buildings and modernizing, and for 
the homes that are needed. 

With such an outlook as the building industry has 
today for industrial housing, private home building, 
commercial construction and plant and factory expan- 
sion—because of this national defense activity added to 
our already vigorous home building business—it seems 
only prudent and reasonable to begin to plan now for 
greatly enlarged operations. 


Little Risk Now in Buying a Home 


One factor now, as contrasted with 1914, that is hav- 
ing a very controlling effect on home building and home 
buying is that of financing. Back in the period of the 
first world war it took a real investment to get started 
buying even a small home. The short-term first and 
second mortgage system was then in vogue, with its 
high interest rates, bonuses, commissions, etc. Today, 
no such big investment is necessary. Under the present 
long-term FHA or savings & loan single-mortgage 
system a very small down payment is all that is needed; 
and after that the owner’s regular rent money pays the 
monthly ownership installment. 

So it is evident that the old hazard and risk to the 
buyer have disappeared. Even among the uncertainties 
of war times a growing tide of low cost home building 
and home buying, under these favorable financing con- 
ditions, seems bound to sweep the industry and carry 
well planned and well built private construction to new 
heights. 

And in our planning for national defense we must not 
forget the importance of decent housing and of home 
ownership in maintaining American loyalties. Our final 
line of defense is the patriotism and willingness to sacri- 
fice that rests on love of country, family and home. 
Home building for industrial workers—and for all the 
people—takes on a patriotic significance in this national 
defense emergency. The men of the building industry 
can “do their bit” by planning and building with all 
their might the industrial structures, the business struc- 
tures and the homes needed to help rapidly to carry out 
this vast rearmament and defense program. 
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States itself entered the war early in 1917. Rents were 
working higher preliminary to their skyrocket course 
from mid-1917 to the rental peak in 1923. 

Now contrast those basic business and building fac- 
tors with what we have today. General business has 
been improving since midsummer 1938. Industrial pro- 
duction has gone up from index 73 to index 126. Resi- 
dential building has climbed steadily since 1934. Real 
estate activity has kept step over this same period. 
Rentals have worked up to 73 per cent of the 1923 level. 
Vacancies stand at the lowest point in recorded history ; 
in fact, there is a critical home and housing shortage 
today in practically every city, town and rural com- 
munity. Ten million new homes are needed, and more 
than half of all existing homes require structural repairs 
and modernization, according to government surveys. 

The building industry along with general business is 
entering this present period of war orders and national 
defense activity with an entirely different background 
than was the case back in 1914. We have changed from 
a debtor nation to a creditor nation; we have the raw 
materials, the factories, the man power, the organizing 
ability, the inventive and creative genius, and the neces- 
sary capital practically unlimited in amount and includ- 
ing 70 per cent of all the gold in the world’s financial 
coffers. 

Judging from the extent of the stimulus to employ- 
ment, wages, purchasing power, and farm prices which 
the “heavy industries,” home building and all business 
experienced in the first world war, it is logical to hope 
for a similar result now—only more so. 


Stimulation to Business Already Noted 


As a matter of fact, numerous lines of business have 
already felt the uplift of war activity. The steel mills 
are now operating at close to 80 per cent of theoretical 
capacity, which is virtually their actual capacity; auto 
sales are the largest on record; the machinery, aircraft, 
and shipbuilding industries are continuing at a fast pace. 

Building construction, especially home building, is 
setting new marks since 1929; and Dodge residential 
contract figures for the first half of May show continu- 
ing expansion. The dollar value (May 1 to 15) is $73,- 
318,000 against $65,312,000 last year, a 12 per cent in- 
crease in cost but a 23.6 per cent increase in the number 
of homes built; 11,181 against 9,044 last year. Residen- 
tial jobs now under way and calling for building mate- 
rials, supplies and equipment total $556,000,000, as re- 
ported by F. W. Dodge for the 37 eastern states, for the 
first five months of this year. Adding an estimated 20 
per cent for the active Pacific Coast area, and 20 per cent 
for unreported small town and rural projects, we esti- 
mate fully $800,000,000 of home building work now and 
presently in progress. This business is sure, not subject 
to cancellation because of war or other uncertainties; 
and the building industry may well rally to the handling 
of this huge existing business while awaiting the further 
expected stimulus to building and all industry from the 
national defense and rearmament program. 


MAYOR LA GUARDIA, Grover Whalen, building industry leaders and a vast crowd of people took part in the dedication of the two ۱۵۷۰ 


cost FHA-approved houses at New York's 1940 World's Fair at which “typical American families” are living. 


FHA Approved Houses at the FAIR 


project has been sponsored jointly by FHA and a group 
of participating manufacturers. 

These are practical, livable little houses built by a 
successful builder, Paul J. Roche of Baldwin, Long 
Island. They are exact duplicates of low-cost houses 
Mr. Roche has been building and selling with great 
success in his Stephen Manor development at Bellmore, 
Long Island. The Baldwin National Bank and Trust 
Company of Baldwin, N. Y., was active in promoting 
the original development and financing the houses. 

Thus the houses built at the World’s Fair have be- 


te 


MIAMI meets Seattle as the first “typical American families get 
acquainted across the back fence, while a number of notables look on. 


COLOR-STYLED roofs of attractive asphalt shingles are important 
features of the two low-cost FHA-approved World's Fair houses. 


1940 edition of New York’s World’s Fair are 

two little low-cost cottages especially designed 

for typical American families.” These low-cost homes 
have not only been built complete in every detail, but 
are actually being lived in by typical American families 
selected by competitions held throughout the 48 states. 
Of great importance to builders interested in low-cost 
houses is the fact that these two homes have been fully 
approved by the architects and underwriters of the Fed- 
eral Housing Administration. In fact, the World’s Fair 


O" of the lively new features of the striking 
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hind them the practical experience so neces- 
sary to any success in the low cost field. The 
plans and details have been worked out with 
great care to provide a maximum amount of 
livability in a small space and at low cost. 
Placards at the World’s Fair describe the 
smaller of these houses (4 rooms, no dining 
room) as a “$2,500 house.” The larger with 
a dinette and a second-story room is described 
as a “$3,100 house.” Undoubtedly these price 
labels will not apply in many communities due 
to differences in construction methods, equip- ۱ و‎ | : — asi 
ment and local costs. Houses of this type, eae) e D | ۸ E E 
however, when financed under the 25-year i i مت‎ i 72 S ee f 
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FHA plan, should cost considerably less than 
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a dollar a day. i 1 
The typical American families” who are to Pag ot | 

live in these World’s Fair cottages have been — A il HH 

selected by newspaper contests throughout the 1 | A f 

48 states. Each week the lucky family that "N ۱ 100 از‎ 


wins the state contest gets its expenses paid to 
the Fair and all expenses paid while living in 
one of these houses for one week. The first THE $2,500 house illustrated at left, above, and fully detailed below, is well 
two families came from Miami and Seattle, proportioned and well laid out, with a full basement. The exterior is of asbestos 
thus bringing the two distant states of the cedar grained siding shingles, and the roof of multicolored asphalt shingles. 
Union together in ( Continued on page 103 ) Interior walls and ceilings are of gypsum board. Hall arrangement is efficient. 
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DETAILED PLANS, approved by FHA, show skillful room arrangement for a small house. Basic floor i | , : 
i ۰ 25’ x 26’ 1 
room extension of 4’ x 14’ 6”. The builder is Paul J. Roche. re : ب‎ a ی‎ Soi w 
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Low Cost Houses 
For “Typical 
American 
Families” 


FOR $3,100 the “typical American family" 
gets a little larger and more attractive 


i m ۳7 7 i . 


and space for additional rooms upstairs. 
Exterior is of Idaho white pine bungalow 
siding. Roof is of green blend, thick butt 
asphalt shingles. House has a full base- 
ment, forced circulation hot water heating. 
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Finer ۴ Loon PLAN 


WITH a floor 7" nll: 26’ x 31’, Builder Roche has achieved a complete little cottage with two bedrooms and bath and a dinette. tiie 
is available upstairs for an additional room. Tru-Cost Estimating Figures for these World's Fair houses are given on page 110. 
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Savings Clubs Build Business for the 40 5 


LEFT, George W. 
West, and right, 
F. S. Cannon, of 
U.S. Savings and 
Loan League sup- 
port club plan. 


the United States, as well as head of the First Federal 
Savings and Loan Association of Atlanta. He sees in it a 
return in one degree to the plan of the earliest building and 
loafi associations which had many members saving up for 
their homes a long time before they borrowed the rest 
of the money from the association on a mortgage. The 
thousands of families which have not built homes during 
the past five years because they had no down payment 
and were unwilling to undertake such a project on a 10 
per cent shoestring were cited by Mr. West as examples 
of the need to start home ownership plans ahead of time. 
He helped work out the plan whereby there should be 
no more lacking down payments on homes if the couple 
has any foresight. 

Fermor S. Cannon, Indianapolis, who is second vice 
president of the United States League, gives it his blessing 
from the architect’s point of view. He has had a long 
background in architectural practice as well as in savings 
and loan administration, and points out the advantages to 
the couple planning a home of having three to five years 
to get plans made, settled into shape, and lived with in the 
mind before they are actually executed. According to his 
observations a home, thus seasoned in the planner’s and 
builder’s minds, is always more satisfactory. 

The “Own-a-Home Savings” clubs are planned so that 
members may determine the amount they want to save 
each month by the total they wish to accumulate and by 
the time they want to take to do it. For example, typical 
monthly payments of around $25 will accumulate to 
$1,000 counting their dividends, by 1943, and to $1,600 
by 1945. This will be sufficient down payment for homes 
running from $4,000 to $6,500 in cost, on basis of 25 
per cent equity when the home buyer or builder borrows 
to acquire the property. 

Would-be home builders of 1943 and from then on, 
if they come to the market as members of “Own-a-Home 
Savings” clubs will be already established as good credit 
risks at the savings, building and loan association where 
they have been accumulating their down payments. Thus 
from their point of view the problem of where to get 
their mortgage money is devoid of red tape; it is merely 
another step in the process of building the home which 
they started in their thinking and planning when they 
joined the club. Furthermore the influence of the ac- 
cumulated down payments, which will probably run far 
into the millions of dollars by 1943, will be toward greater 
stability in home building from year to year, the United 
States League president explains. 

“Imagine a couple who have saved for three years to 
get the $1,000 to start building a $4,000 home,” said 


“Own-a-Home Savings” Clubs Already Started 
in Twenty-Three States by Local Savings and 
Loan Associations Will Provide Equities for 
Owners with Which to Build Homes After 1943 


now in existence in the United States for the first 
time in history, the forerunners of what is expected 
to be the greatest movement of the 1940’s to make home 
ownership easier for the average couple. Objective of 
the club is to help people save for the necessary down 
payment on the home in somewhere from three to five 
years, systematically and with compounded earnings. 
Channel for funds being accumulated is the local savings 
and loan association or building and loan association. 

The first forty-five clubs to be organized are located 
in widely diverse places as to geography and population, 
demonstrating the essential appeal of the idea. The two 
associations in Chicago now starting the clubs are in the 
largest community so far represented and the association 
in 3,000-populated Sistersville, W. Va., is in the smallest 
community so far. 

Twenty-three different states from the East Coast to 
the West and the Gulf to Minnesota are the scenes of 
these build-up organizations for home ownership. 


Fries in existe “OQwn-a-Home Savings” Clubs are 


An Example of Local Co-operation 


In Pomona, Calif., a most significant line of co-opera- 
tion between the sponsoring thrift and home financing 
institution, the Pomona First Federal Savings and Loan 
Association, and the building interests in this community 
of 21,000 people has developed. Reproduced opposite is 
a full-page newspaper ad in which the association’s play- 
up of the new club, featuring the first couple to join and 
start saving their money, was flanked by the advertising 
of the building material merchants and leading contractors 
in town, carrying the copyrighted insignia of the “Own- 
a-Home Savings” clubs in their space. The remainder 
of the page consisted of the space taken by individuals 
in the building trades, small contractors, plumbers, plas- 
terers and masons. The entire group were bidding 
Pomona young couples to start saving the down payment 
for their homes because they knew that by this device 
demand for building three to five years from now would 
be tremendously stimulated. 

Half of the clubs are starting in cities between 10,000 
and 80,000 population, where such co-operation between 
the building interests and the association sponsoring the 
clubs is fairly easy to work out with individuals. In the 
cities of 100,000 population—and already the clubs are 
starting in eight of these—the local trade organizations 
of the building interests should be able to work out ar- 
rangements to help the association sponsor the club. As 
a select list of advertising prospects such groups of savers 
for tomorrow’s home ownership can hardly be touched 
in excellence, the savings and loan executives point out. 

First developed and advocated by F. Vaux Wilson, Jr., 
of Trenton, N.J., the movement to get home owners 
started saving their down payment has had enthusiastic 
pushing by the president of the United States Savings and 
Loan League, George W. West, of Atlanta, secretary- 
treasurer of the West Lumber Company, and a member 
of the board of directors of the Chamber of Commerce of 


SAVE 36 MONTH PLAN 
EACH Fou will 
MONTH Receive 
5.00 188.52 
10.00 377.04 
15.00 565.57 
20.00 754.00 
25.00 942.61 
40.00 1508.18 
50.00 1885.22 


60 MONTH PLAN 

You YOUR Fou will You YOUR 

Save PROFIT Receive Save PROFIT 
8.52 323.89 300.00 23.89 
17.04 647.78 600.00 47.78 
25.57 971.67 900.00 
34.09 1295.56 1200.00 
42.61 1619.46 1500.00 
68.18 2591.13 2400.00 
85.22 3238.91 3000.00 


71.67 
95.56 
119.46 
191.13 
238.91 


Associations which had inaugurated “Own-a-Home Savings” 
clubs as early as the middle of May were: Community Federal 
Savings & Loan Assn., Berkeley; Pomona First Federal Savings 
& Loan Assn., Pomona; Santa Ana Building & Loan Assn., Santa 
Ana; Palo Alto Mutual Building & Loan Assn., Palo Alto; Santa 
Barbara Mutual Building &.Loan Assn., Santa Barbara, all of 
California; Denver Federal Savings & Loan Assn., Denver, Colo. ; 
First Federal Savings & Loan Assn., Meriden, Conn.; First Fed- 
eral Savings & Loan Assn., Bloomington, III.; Fairfield Savings 
& Loan Assn., Chicago; First Federal Savings & Loan Assn., 
Chicago.; Home Building Assn. of Collinsville, III.; Hinsdale 
Federal Savings & Loan Assn., Hinsdale, III.; Peoples Federal 
Savings & Loan Assn. of Peoria, III.; Sterling Federal Savings & 
Loan Assn., Sterling, III.; Peoples Savings & Loan Assn. of 
DeKalb County, Auburn, Ind.; First 
Federal Savings & Loan Assn., East 
Chicago, Ind.; First Federal Savings & 
Loan Assn., Gary, Ind.; American Sav- 
ings & Loan Assn., Hammond, Ind.; 
Henry County Building & Loan Assn., 
New Castle, Ind.; First Federal Savings 
& Loan Assn., Valparaiso, Ind.; Ames 
Building & Loan Assn., Ames, Ia.; First 
Federal Savings & Loan Assn., Sioux 
City, Ia.; Capitol Federal Savings & 
Loan Assn., Topeka; Southwest Federal 
Savings & Loan Assn., and Wichita Per- 
petual Building & Loan Assn., both of 
Wichita, Kans.; Guaranty Savings & 
Homestead Assn., New Orleans; Wor- 
cester Cooperative Federal Savings & 
Loan Assn., Worcester, Mass.; Kala- 
mazoo Building & Savings Assn., Kala- 
mazoo, Mich.; Waseca Savings & Loan ۱ 
Assn., Waseca, Minn.; Manchester Fed- | 
eral Savings & Loan Assn., Manchester, 
N.H.; Home Building & Loan Assn., 
Spring Valley, N.Y.; First Federal Sav- 
ings & Loan Assn., Burlington, N.C.; 
Perpetual Federal Savings & Loan 
Assn., Urbana, O.; Ellwood City Fed- 
eral Savings & Loan Assn., Ellwood 
City, Pa.; West Ward Building & Loan 
Assn., Shamokin, Pa.; Mechanics Fed- 
eral Savings & Loan Assn., Rock Hill, 
S.C.; Leader Federal Savings & Loan 
Assn., Memphis; Pioneer Building & 
Loan Assn., Waco, Tex. : Federal Build- 
ing & Loan Assn., Ogden, Utah; Coop- 
erative Building & Loan Assn., of 
— Lynchburg, Inc., Lynchburg, Va.; First 
سمل‎ Federal Savings & Loan Assn., Rich- 
= mond, Va.; Franklin Federal Savings & 
| Loan Assn., Richmond, Va.; Aberdeen 
4 Federal Savings & Loan Assn., Aber- 
deen, Wash. ; and the First Federal Sav- 
ings & Loan Assns. of Sistersville, W. 
Va.; and Fond du Lac, Wis. 
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— | A PAGE newspaper ad formed the basis 
for promotion piece reproduced at left. 
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Mr. West. “Obviously no matter what the popular trend 
of the time, toward more or less home building, no matter 
what the tenor of the real estate market, they are likely 
to go ahead and build. If it costs less to build at that 
time because of relative inactivity in the building industry 
they will get a better house than they planned three years 
before, and for that reason they will be even more likely to 
go ahead with their plans. Thus there will be each year 
the cumulative effect of these systematically accumulated 
down payments to keep up normal activity in home 
building. 

“Heretofore many people have taken their savings out 
of a building and loan or savings and loan institution to 
use them as a down payment for a home, but in most cases 
the money has not been systematically accumulated and 
it has taken longer to get to the point where the family 
could build or buy than it is likely to take under the 
system we are now making every effort to popularize.’ 

How much it is necessary to save each month to ac- 
cumulate the amount they want in the time desired is 
given in the following table at a 3 per cent dividend rate. 
For associations which are paying 2½, 3½ or 4 per cent, 
the monthly required amount will be slightly different, but 
۱ the table at the top of the next column gives a good idea 
۱ of how the money will grow. 
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ARCHITECT'S rendering of the first group of six “garden court“ houses to be built in Blue Island, Ill., Chicago suburb. 


Evolve New Technique for Chicago Homes 


C. Henning Vagtborg & Associates, Developers and Builders, and 
Lind & Luckman, Architects, Build New Type Home in Chicago Suburb 


By R. E. Sangster 


widen the market or provide more livability at a price. 

In the case of these individual houses, the object was 
to add some of the refinements which many people de- 
mand today but quite frequently are unable to pay for. 
Here these young men have done the job so thoroughly 
that their revolutionary ideas have received public ac- 
ceptance far beyond early expectations, and to date orders 
for homes are running way ahead of construction. 

A few of the important points of construction will in- 
dicate just how novel these houses are in their basic 
planning. As will be noted in the illustrations on these 
pages, even the first operation—the excavation for base- 
ment—departs from usual practice. Excavating is in the 
form of a trench dug long enough to provide basements 
for a group of houses, in the first unit there having been 
six. The usable basement space for the individual houses 
actually extends on the sides from lot line to lot line, the 
first and second floors being over only a portion of the 
basement. Service areas of adjacent houses are adjoining 
on one side and recreation areas on the other. Storage 
spaces and portions of the laundry for each two houses are 
covered with concrete slabs at front grade level, forming 
concrete entrance platforms about 9 feet wide serving 
front and rear doors of these houses. On the other side 
the continuous excavation gives sunken garden courts 


high cost residential building section for many 

years; as revealed in most indices, it ranks right 
up near the top. Naturally, such a condition is not too 
favorable for home building, but in spite of this, volume 
has increased recently. One of the reasons undoubtedly 
has been that such a handicap has really been a stimulant 
and a challenge to develop better planning practice and 
to evolve new construction ideas and practical procedures. 
Many devices have been tried, and a number of them have 
been successful in producing savings to allow better values 
‘in housing and overcome some of the barriers to in- 
creased volume. It is notable that many of the younger 
men of Chicago’s home building industry have been doing 
a good share of this pioneering work in the effort to re- 
duce costs. 

For instance, the project described here is the work 
of three young men who have entered the building busi- 
ness since the “booming twenties.” C. H. Vagtborg of 
C. Henning Vagtborg & Associates, the builders, and Lind 
& Luckman, the architects, who together conceived, 
planned, built and sold the houses in this development at 
Blue Island, III., Chicago suburb, have truly contributed 
many worth-while ideas to home building everywhere, 
regardless of whether the object is to reduce costs to 


JM ien cost residen Chicago has been known as a 


CONSTRUCTION view showing spac- 
ing between houses, excavation for 
which consists of a continuous trench 
long enough for a number of units 
being built at one time. Earth is 
piled on tho side toward the street 
and used to terrace up to the first 
floor level. On approximately 40- 
foot lots, there is a space about 23 
feet wide between the houses where 
the sunken gardens are located and 
about 9 feet on the service sides. 


be seen that this basement handling really gives a house 
extending above grade two stories from the front, two 
and a half stories from the rear, and three stories from | 
the side. 

Another innovation is the use of shop-made steel stairs 
fabricated by Central Ornamental Iron Works; they can 
be installed as soon as the house is framed, making access 
to upper floors easier during construction. Oak treads 
harmonize with the floors and relieve any harshness. The 
stairs lead up out of the basement to a landing on the 


THE service areas 
which alternate with 
the garden courts be- 
tween houses aro lo- 
cated over the base- 
ment storage rooms 
and a portion of the 
laundries; above them, 
concrete slabs 6 inches 
thick provide service 
platforms to the front 
and rear entrances. 
These slabs are poured 
in two layers, the bot- 
tom one reinforced 
and then waterproofed 
before the 3-inch con- 
crete surfacing is ap- 
plied. It is estimated 
that these basement 
extensions amounting 
to about 100 square 
feet of usable floor 
area cost only about 
$15 to $20. 


— 
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SECOND Floor PLANS 
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FIRST group of houses 
as seen looking down 
the street at the time 
of near completion. 
The plan below indi- 
cates arrangement of 
two adjacent units in 
the row which are all 
identical except for 
alternate reversing of 
plan and addition of 
fireplaces and bays as 
extras at fixed prices. 


divided on the lot line by a fence with half available for 
the use of each owner. This garden court idea provides 
an outdoor living area off the basement recreation rooms, 
and French doors from these rooms open directly onto 
them. Screened in summer, this basement space serves 
the purpose of a porch, and each one looks out into its 
own landscaped summer garden about 11 feet wide. On 
this point, patents have been applied for. 

This arrangement can better be visualized by referring 
to the illustrations on the third page of this article. It will 
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THE perspective drawing indicates 
the view which will be seen from 
these Blue Island houses as looking 
from the recreation room through the 
three pairs of French doors out into 
the sunken garden courts. Note the 
beamed ceiling effect by use of 4 by 
8's and beaded 2 x 6 subflooring. 


LOOKING down into one of the 
gerden courts during construction 
from rear grade level; half-flight of 
stairs from these courts will lead to 
the back yards. Cross section shows 
grade and floor levels; tile through 
basement footing carries court drain- 
age into cinder-filled sump under 
basement floor. At the time photo 
was taken, water from heavy snow- 
storm had been drained away quickly 
without trouble. 


Many of these features rep- 
resent plus values not found 
in houses of the price range in 
which these sell. They are the 
result of economies made pos- 
sible in this type of project. 

The artist’s sketch and street 
view of this first group of 
houses indicate a thorough job 
of design done by Lind & 
Luckman which has resulted in 
a harmonious unit. This is im- 
portant in such a development 
because of the close association 
of the houses due to the con- 
tinuous basement plan. 

Unique features of these 
houses are not alone limited to 
planning materials and equip- 
ment; the actual construction 
is as interesting and as differ- 
ent as the points already discussed. Builder Vagtborg 
is himself an architect by training and received a good 
deal of his early building experience in the construction 
department of Swift & Co. While there, he conceived the 
idea of adapting to residential building the mill type con- 
struction on which he was working. 

These Blue Island houses use a variation of this mill 
type construction for first floor. As shown in the illustra- 
tions at the end of this article, 4 by 8’s supported by joist 
hangers replace conventional 2 by 10’s. Over these, 2 by 6 
T & G subflooring beaded on the underside is laid; this 
provides a decorative beamed ceiling for the basement and 
a substantial base for the finished oak flooring above. The 
use of 4 by 8’s also gives extra headroom in the basement 
at no extra cost. 

Power tools have been used extensively at the building 
site. Joists, subflooring, studs and rafters are all cut to 
length with Skilsaw portable electric hand saws, sizes 

(Continued to page 100) 
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first floor convenient to both kitchen and living room. 
The latter is of generous size for a moderately priced 
house, and among the extras which are available, a bay 
and a fireplace add to its size and livability. Three bed- 
rooms and a bath on the second floor are most compactly 
arranged ; in two of them, wardrobes replace closets. 

Equipment and materials include 10-inch poured con- 
crete foundation, brick veneer exterior on first floor, 
frame covered with shingle clapboard or vertical siding 
above, J-M or Bird 3-in-1 asphalt shingles on the roof, 
4 inches of mineral wool over ceilings and 2 inches in 
sidewalls, Rezo doors, zinc weatherstripped sash fitted 
with Unique balances and glazed throughout with Lustra- 
glass, Mueller gas-fired furnaces equipped with Transite 
flues, basement walls finished with casein paint, Standard 
Sanitary bath fixtures, Ebco double sinks and Harrison 
steel kitchen cabinets, West Wind kitchen ventilating 
fans, Rittenhouse chimes, and American Device Co. mail 
boxes. 
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ROW of typical Prou five-room houses at Miami, Fla. and at the bottom of page, newspaper ad featuring one of ۰ 
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“Package” Houses Attract Miami Buyers 


Perfect Coordination of Selling, Construction and Cost-keeping Enables 
Lester F. Preu Corporation to Build Better Houses with Lower Price Tags 


$350 down and $22.50 per month, including finance 
charges, insurance, interest and amortization of principal. 
The development, itself, covering approximately 40 acres, 
runs back from a main thoroughfare in the Southwest 
section of Miami and is well located in relation to shopping 
centers and schools. 

Each of these houses is delivered to the purchaser 
as a complete home, ready for occupation, and includes 
landscaping, a “stepping stone” walk of 18” x 18” con- 
crete slabs, crushed rock drive, porte cochere, solar water 
heater and copper-screened porch, doors and windows. 
In brief, the visible specifications of these homes 
compare favorably with those of houses cur- 
rently selling on the local market for $5,000 
or more. 

“Talking points,” however, do not serve as 
a cover-up for the cutting of short corners 
in basic construction. From foundation to ridge 
these homes are exceedingly well built, better- 
ing the requirements of FHA and the still more 
rigid local building regulations 

The production of a house of this quality at 
the price is made possible by perfect co-ordina- 
tion of all the factors involved. First class mer- 
chandising, efficient construction methods, cost 
control, each contribute a part to the final re- 
sults. Quantity buying of materials also is an 
important element. 

Since the Preu Corporation does no specula- 
tive building, the sale of a house precedes its 
construction. Sales, therefore, must outpace the 
pre-determined production program. As a first 
step to this end, Preu constructed a “model 
house” on the main traffic artery, which forms 
the development’s southern boundary, and ar- 
ranged with a well-known home furnishing firm 


MIAMI’S FINEST LOW PRICED HOMES! 
Model Furnished by Helmly, 4311 S. W. Sth St. 


LESTER F. PREU CORPORATION | 


PHONE 5-7466 


developers and builders, whose 300-unit small homes 
project was reported in the October, 1938, issue of 
American Builder, recently has made new history in the 
building business. And so accurately has the Preu Cor- 
poration gauged the tastes and buying abilities of Greater 
Miami home-seekers, that 75 houses were sold before 
two-thirds of that number had been completed. 
Their latest development features a 5-room, concrete- 
block house, stucco finished, with concrete tile roof; 
FHA selling terms for the house and 60’ x 107’ lot are 


T* Lester F. Preu Corporation, Miami Beach, Fla., 


KITCHEN INCLUD D! 
ONLY 


Heater—Full Tile Bath—Oak Fioors—Screened Porch— 22 


ONLY You hitst can't beat this home at this price! Concrete Block 
p >» 0 —Tile Roof—Stee! Sash—Pre-Cast Frames—Solar Water 
— 


Large Lotse—Beautifully Landscapod— Excellent Location 
All Loan Costs Included. 


1446 ALTON ROAD, MIAMI BEACH 
— Builders of Fine Homes wl N 
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THIS Miami, Fla. 


home in new Lester 
F. Preu Corp. develop- 
ment features concrete 
block construction; as 
in other Preu houses, 
it has a solar water 
heater built into the 
roof over the porte 
cochere. The sun's 
rays furnish hot water. 


door, the buyer may select, at an extra cost of $45, a rear 
living porch and a smaller front entrance porch from 
which French doors lead into the living room. The price 
of all “extras” is added to the down payment. 

Since the matter of “exposure” looms large in the 
minds of many “prospects,” the latter inexpensive option 
helps to close on locations, which otherwise might be 
considered less desirable. This is true, too, in regard to 
exterior options because the range of choice here is 
limited by selections already made. In order to avoid 
any duplication in outside appearance, under Preu policies 
the purchaser may not choose detail similar to that already 
selected for adjacent houses. To exercise a free choice, 
therefore, in the matter of roof construction type, for 
instance, the buyer may have to select a lot farther back 
in the development than he originally had intended. 

By competent advice, timely suggestions and ever-ready 
tact, the “hostess” employs the Preu option system as 
an effective means for building sales volume. The con- 
struction department, too, is thoroughly sold on its ad- 
vantages. The hostess records all buyer preferences on 
the option list on a 5” x 8” file card, copies of which go 
to the main office and to the construction department. 
Thus everyone concerned in the building of a house knows 
before ground is broken what the optional details include. 


. Roof 4C 
و و مس‎ 


PORCH 
12-6" X60" 


WHILE the room arrangement of houses in Lester F. Preu's new development follows the typical plan shown above, exterior details, roof 
colors, and framing are varied so that together with reversed plans, an interesting and harmonious group of small homes results. 


to outfit the interior completely in attractive style. 

A personable and competent young woman acts as 
“hostess” contacting prospective buyers, doing prelim- 
inary sales work and making appointments for closing 
interviews. This, of course, is merely routine. The key 
secret to Preu selling success is the Corporation’s policy, 
which may be summarized thus: “Make it as difficult 
as possible for home seekers to buy to better advantage 
elsewhere.” 

As an effective means of removing sales resistance, a 
series of “options” has been worked out. These permit 
the inclusion of certain owner preferences without in- 
terference with construction routine. The options for 
which there is no extra charge include a choice in exterior 
detail, such as trim, stucco coloring, landscaping and 
type of roof construction. There is also a wide range of 
selection on interior detail. 

At an extra charge of $150 the purchaser may add a 
living room fireplace, and for a like amount he may 
substitute a garage for the porte cochere. The latter is 
so constructed that the sum mentioned amply covers the 
labor and material necessary for filling in with concrete 
blocks on one side and for installing a main door of 
overhead type and a side door. 

Instead of the regular front porch with single entrance 
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is conducted in the same manner, as sub-contractors are 
not required to enter competitive bids but follow con- 
struction from one Preu development to the next. 

The sales department keeps orders comfortably ahead 
of the construction schedule and, therefore, actual build- | 
ing operations proceed on a smooth “factory production” 
basis. The Preu Corporation is very proud of the fact 
that it is able to give its working force steady, year 
round employment, thereby building up and retaining 
a high-grade construction personnel. It is proud, too, that 
its sub-contractors make money. 

Small economies, which add up to large totals, have a 
place in the setup. One icea alone lops off $15 per day 
from the cost of construction. In a small store house 
next to operating “headquarters” approximately 25 kegs 
of nails in 8 sizes from 4d finishing to 16d common 
constantly are kept on hand. The same plan is used in 
relation to other supplies for which there is a frequent 
demand, thus eliminating time lost in waiting for materials 
to come from supply houses located at a distance. 

During the past five years Lester F. Preu and his 
organization have built in the neighborhood of 1600 
homes at prices ranging from $2,760 to $75,000. His 
operations have covered the entire Florida East Coast 
from Jacksonville to Miami, a 400-mile stretch, in which 
differences in climatic conditions and buyers’ tastes de- 
mand wide variations in construction type and architec- 
tural design. Broad experience, such as this, puts Preu in 
an excellent position to know “who wants what at how 
much,” and just how to supply the potential market on 
a profitable basis. 
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Foundations are steel-reinforced concrete, mixed on 
the job. Only “Underwriter’s certified” concrete blocks 
go into the construction of exterior walls. In roof con- 
struction, offered in five different styles, a layer of 30 
lb. felt is laid over the sheathing, followed by 90 Ib. slate 
surfaced roofing ; concrete tile, either flat or barrel type, 
with the latter in white, “golden glow” or two shades of 
red, is used for top surfacing. 

Joists, rafters and other framing members are No. 2 
long leaf Southern pine. Floor joists are chemically 
treated as a preventive against rot and insects. Na- 
tional gypsum rock lath is used as a plaster base. 

Among other features new to houses in this price-class 
is the use of precast, concrete window frames. These 
are constructed of special high-strength mix and are 
especially adaptable to the quick erection of steel sash. 
Threaded brass inserts for screws are incast, as are brass 
channels and inserts for easy installation of Venetian 
blinds, which are in current demand in South Florida 
homes. 

One particularly outstanding interior feature is the 
closet arrangement (see floor plan). Inside end-partitions 
stop 16” from ceilings, allowing greater ventilation. Light 
also is admitted by four Pittsburgh glass blocks set into 
the exterior wall. 

Floors, except kitchen and bath, are oak. The kitchen 
floor covering is linoleum, as is the room-width drain 
board. Above the latter is a full battery of convenient 
kitchen cabinets. The 4-light sash in the upper half of the 
kitchen entrance-door is hinged at the bottom, allowing it 
to drop down inside. The opening left is screened. This 
feature has a special appeal for women “lookers.” 

Systematic saving in the costs of construction in this 
development starts with careful planning by Lester F. 
Preu, president of the Corporation, and T. P. Coogan, 
vice president. This includes an estimated cost for each 
and every operation. The next step is the establishment 
of cost control “in the field.” A running cost-of-produc- 
tion sheet is kept in plain sight at construction headquar- 
ters, where Ed Andrews, superintendent, can see at a 
glance how the cost on any particular operation is running 
in relation with the “estimate.” Any overage is checked 
at once and its reason found. 

For a good portion of its cost-cutting the Preu Cor- 
poration depends on “specialization.” The construction 
personnel on each operation is especially trained to per- 
form that operation and does nothing else, thereby elim- 
inating all possible lost motion. Sub-contracting work 
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ABOVE at right, construction of Preu houses showing, at top, foundation being poured; center, beam forms in place ready for pouring 
on top of block wall; and bottom, roof being framed. At left, precast concrete window frame being set into the masonry wall. 
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Breezeway Cottage—West Hartford, Conn. 


THIS appealing little cottage was built by Deming & Luscomb of West Hartford, 


Conn., from plans by Architect Clifton C. West. An interesting feature is the two- SP 
car garage with connecting “breezeway” or attached porch. Cubage is under 20,000, W 
yet there is a 12’ x 21’ 6” living room. There is space for a future room upstairs. ود‎ 


Living room is pine paneled. 
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THE 2-car garage with Overhead doors is connected by a covered porch or breezeway. Clifton C. West, architect. 
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FLASHING 


Two CAR 
GARAGE 


Photo by H. D. Holt. 
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LIVING Room 
a 12-0” x 21%- 60” 
SPECIFICATIONS include Balsam- 
Wool insulation, Andersen frames, 
Corbin Colonial hardware, Du 
Pont paints (exterior is a deep 
red), Anaconda brass pipe. 


EQUIPMENT includes a Gar 
Wood winter air conditioning sys- 
tem, Robbins & Meyers exhaust 
fan, Quality gas range, Overhead 
** = 1 
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Seo ROOM. Liv. RM. 
BATHROOM walls and floors are 
of linoleum. The front door is a DETAILED drawings by Clifton C. West show careful planning and skillful arrangement 
2-section Dutch type. The red in this West Hartford, Conn., house. Ceilings are low but well insulated. Stair-well 
cedar shingle roof has been arrangement is compact. Tru Cost Estimating figures will be found on page ۰ 
stained a dark tone. 
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DEMONSTRATION home in North Hollywood, Calif., was designed by Architect Sumner Spaulding; built by Kersey Kinsey. 


Plywood Model Home Attracts Thousands 


treatments, illustrated below and on the opposite page. 
These include an open type V-joint for living room, dining 
room and hall wall panels, finished with light stain, hori- 
zontal V-jointed paneling painted in one of the bedrooms, 
plywood walls covered with paper in the second bedroom, 
and covered with grass cloth in the den. Ceilings through- 
out are finished with simple V-jointed plywood panels, 
(Continued to page 99) 


THE open plan is 
revealed in this view 
looking across the 
living room toward 
the hall and dining 
room. A curtain hung 
from the ceiling 
track gives privacy 
to the dining area 
when needed. Bul- 
lock's, Los Angeles, 
did the furnishing. 


ALLED the “House in the Sun,” this Dri-Bilt 
plywood home was sold the first day it was open 
for public inspection; 15,000 visitors were at- 
tracted to it, among them being 400 builders and archi- 
tects to study its features of construction and planning. 
Interior walls and ceilings, as planned by Architect 
Summer Spaulding, and built by Kersey Kinsey, feature 
Douglas fir plywood handled in a variety of interesting 
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PLOT and floor plan above shows well considered placement 


and arrangement for light, air and view in Hollywood home 
designed by Sumner Spaulding, architect. 


THE den, below, indicates plywood ceiling and grass cloth 
covered wall treatment with simplified trim 


right, top to bottom, feature plywood finish—as open joint 
paneling in dining room, muslin covered and painted ceiling 
in kitchen, V-jointed panels in bedroom No 
wallpaper in other bedroom. 


Other rooms at 
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BUILT for the 


Hudson River Colonial— 
6 Rooms, 23,000 Cu. Ft. 


OUTDOOR terrace in this house at Irv- 
ington, N. Y., overlooks the Hudson River 
and is an important feature of the plan. 
The 15’ x 21’9” living room has French 
doors leading to it. With a cubage of only 
23,000, Builder G. Richard Davis of 
White Plains, N. Y., has provided three 
good bedrooms, a bath and a downstairs 
lavatory. Specifications include Covert 
damper, Curtis windows, Eagle-Picher 
mineral wool, Armstrong linoleum, Corbin 
hardware, Sherwin-Williams kitchen en 
amel, Cabot exterior paint, Chase brass 
pipe, A. G. P. winter air conditioning sys- 
tem, Rowe overhead doors. 


FULL length shutters and 


er an attractively detailed 
n. door contribute to the suc- 
ch cess of this entrance way. 
ly Shutter at left conceals a 
of small lavatory window. A 
ee flagstone step is raised 6 
rs inches to insure dryness. 
rt The architect is Edwin M. 
er Loye of ۱۱ Meadow Ave. 
11 Bronxville, N. Y. 
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Photos by John Gas: 


FLOOR plan provides a downstairs bedroom and bath, a large kitchen and separate dining room 
Living room has exposure on three sides and a well placed fireplace dominating one end 


TERRACE 
۱6-6۷ 12 0۵-0 


DINING 
R OOM 
1۱6-1۷ «| 5'10" 


Living Room 


13% O" a 2 2۰-۰ 


az 


American Builder, June 1940. 


THIS attractive Colonial home 
built in Hugh Russell's Blue 
Ridge development, Seattle, 
Wash., was designed by Ten- 
nys Francis Bellamy, architect. 
Floor plans across the bottom 
of these two pages reveal 
eight’ generously proportioned 
rooms within this seemingly 
small house. 


Two Trim Homes from the Northwest 


the master bedroom, however, was left unfinished in this 
particular house, with the plumbing roughed in; it 
serves as closet or storage space until finished later. 
French doors open onto a porch off the dining room, 
and since grade level at the rear of the house is at base- 
ment floor line, there is a commanding view of the rear 
garden from it. Likewise the living room is at the rear, 
with service features near the street. Heater room and 
laundry are particularly well lighted; a G-E oil-fired 
air conditioning unit is installed. There are also two 
storage areas in the basement with ample closet space 
provided throughout. Contents are 37,000 cubic feet. 


LIVING Room 
220-0۳ 


KITCHEN 
120100 


FIRST FLOOR PLAN 


Russell has two community developments—Blue 

Ridge and Westover—which have claimed national 
attention. The designs are particularly outstanding 
from both a layout standpoint and the fine manner in 
which they are adapted to their sites. The Blue Ridge 
house illustrated above, with plans below, was designed 
as this firm’s “Economy House”; eight rooms are ar- 
ranged within an overall of 44% by 31% feet, with a 
minimum of waste space. It also contains a two-car 
garage in the basement, breakfast nook off the kitchen, 
first floor lavatory, and two bathrooms. The one off 


T the Pacific Northwest around Seattle, Hugh 
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IN contrast to the house on the 
opposite page, this Hugh Russell 
home in Westover contains five 
rooms arranged in a one-story 
rambling layout with utility room 
instead of basement, as shown in 370 ۱2-0۳ 


the plan at right. A covered pas- 


sageway connects the garage to {= =) GARAGE, 

the house. Smith, Carroll & Jo- K سا‎ UTILITY 

TCHEN 

hanson were the architects. 8 D No 8' 0”x10-0” PASSAGE 
BEDROOM 
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IN contrast to the Hugh Russell house in his Blue 
Ridge development, as shown on the opposite page, 
the five-room house above is typical of his Westover 
Addition. Here a smart, modern styling has been given 

BED Room to a small five-room home set on a good sized wooded 

Wen 16-0"X12-Q" lot. 

12-0" 16-0" The materials and equipment used were selected on 
a high quality basis, and include Weyerhaeuser 4-Square 
lumber, Certigrade red cedar shingles and siding, Armco 
sheet metal work, Pittsburgh glass, Sloane-Blabon lino- 
leum, Standard Sanitary plumbing fixtures, Montag 
winter air conditioning, Hotpoint water heater, Square 

BED Room D circuit breaker panel box, Russell-Erwin hardware, 

Nox Pratt & Lambert paint, and Imperial wallpaper. 
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SECOND FLOOR n THE three floor plans at the left indicate how a sloping site was 
utilized to full advantage in the design on opposite page. 
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TWENTY-FOUR by 28 ft. low-cost cottage built by Richmond Housing Corp., and financed under Title l. Class 3, FHA. 


Try Shop-Built Sections for Title I Homes 


45 Class 3 Houses Sold Like Hot 
Cakes at $2,650 in Richmond, Va. 


OW-COST houses financed with Class 3, Title I 
FHA loans are selling like hot cakes in Richmond, 
Va. There are several such developments with 
houses priced at $2,650, and apparently there is a large 
public demand for such houses. They are sold on a 
$150-down payment and a $2,500 FHA mortgage which 
runs for 15 years. 

One of the most successful of the Richmond low-cost 
house developments is conducted by the Richmond Hous- 
ing Corp., of which A. S. Osbelt is president. This firm 
is a subsidiary of the La Burnam Realty Corp. which 
acts as sales agent for the houses. 

A. S. Osbelt, when interviewed by American Builder 
early this spring, said that the demand for these houses 
had been far greater than expected. Several model homes 
were built early in the year on a tract just outside the city 
limits. These were sold immediately and orders taken for 
45 more. By the middle of April, 19 houses were under 
construction or completed, and the builders predicted that 
100 would be built and sold during the course of the year. 

These houses are located on inexpensive land on 60 by 
100-foot plots. Septic tanks are provided, and a water 
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FLOOR plan provides a small dining room as well as 
a ۱3 by ۱۱ ft. 3 in. living room and 2 bedrooms. 
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FIVE by 14 ft. roof section about to be set into place, on low-cost house of Richmond Housing Corp.; forty-two sections are used. 


Try Out Shop-Built Panels 


An interesting experiment is being conducted by Rich- 
mond Housing Corp. on one of the latest cottages, using 
shop-built roof, wall and floor sections built of standard 
lumber materials. When the American Builder repre- 
sentative was on the job, a crew of five men was just 
shoving a 5 by 14-foot roof section into place. Erection 
of the house had started at nine that morning, and it was 
fully expected that the house would be completely en- 
closed and locked by four o’clock in the afternoon. 

The experimental house is 24 by 30 feet in size, and a 
total of 42 sections are used, consisting of 12 roof panels, 
12 floor panels, 4 gable sections, 8 front and rear sections 
and 6 end wall sections. The sections are built of 2 by 
4’s on 24-inch centers, with standard 1 by 4 sheathing. 
They are bolted together, using timber connectors made 
by Timber Engineering Company of Washington, D. C. 
The roof panels are supported by a simple roof truss 
arrangement which is also bolted together with Teco 
Connectors. 

The standard wall sections are put together in a nearby 
shop operated by Virginia Built Homes, Inc. Sections 
containing doors and windows are delivered with the 
doors and windows installed, flashed and primed. 

Because the sections are scientifically laid out and 
fastened together with bolts, the house is assembled in a 
remarkably short time. Once the roof enclosure is com- 
pleted, the house is finished with standard materials, using 
a siding exterior and a three-coat plaster interior finish. 

This house was in the nature of an experiment to see 
whether the economies made possible by shop production 
and quick erection would be as great as estimated. 


system is being installed by the Realty Company. The 
financing is being handled by the Richmond Morris Plan 
Bank. 

The houses under construction were approximately 28 
by 24 feet in size with a 6 by 12-foot projection at rear, 
and a 7 by 10-foot porch at front. The $2,650 price did 
not include a heating unit, as Osbelt reported that most 
purchasers already had a stove or heater suitable for a 
house of this type in this climate. He said they were 
studying the possibility of installing an inexpensive oil 
burner to be located in the unexcavated area under the 
house, at a slight additional cost. 

The houses include hardwood floors, steel casement 
windows, 210-10, asphalt shingle roofs, linoleum bath- 
room floor, modern bathroom fixtures. 

Framing is of No. 2 pine, common, with 2 by 8 floor 
joists on 16-inch centers, and 2 by 6 rafters. 

Floors consist of pine subfloor, building paper and 
select oak finish floor. These are scraped, sandpapered 
and finished with 2 coats of shellac and 1 coat of wax. 

Exterior siding is 4 by 6 beveled edge. 

Inside walls are 34-inch gypsum board with 2 coats of 
plaster. 

Kitchen cabinets are built in, with panel doors. 

Painting specifications call for “best of their several 
kinds.” Interior woodwork has 2 coats flat paint, 1 enamel. 
Exterior woodwork, 3 coats of paint. 

Wiring consists of 20 outlets including receptacles and 
switches, BX cable, $20 for light fixtures. 

Septic tank is of concrete, 500-gal. capacity with 200- 
foot 4-in drain tile. 

Foundation is of brick with 12 by 12-inch piers. 
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ALL-MASONRY model home designed by Architect Wilson and Morris, Houston, Tex., has five rooms and attached garage on one floor. 


Hollow Brick Wall Design in Houston Home 


New Styling and Construction Featured in Novel Demonstration Project 


supplemented by attic fan ventilation. The house is of 
one-story construction, consisting of a living room with 
dining alcove; a kitchen; a bathroom and two airy bed- 
rooms. Supplementing this is a large enclosed screened 
porch, serving as an out-of-doors living room. The two- 
car garage, a unit of the house, provides entrances both 
to the porch and to the kitchen. 

The house is built on a reinforced concrete slab, 73’ 
x 34’, and the walls contain approximately 35,000 brick. 
Two walls are used—an outer brick wall 4” thick, with 
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cities, acquired a new type of architecture in an 
all-masonry demonstration home built in South- 
gate addition. Combining beauty, safety and economy, 
the structure is weather-proof, rat-proof and vermin- 
proof; and, due to scientific insulation, is cool in sum- 
mer and warm in winter. 
Especially designed for the Texas climate by Archi- 
tects Talbot Wilson and Irwin Morris, ample window 
and door outlets permit the entrance of cooling breezes, 


Hee one of the nation’s fastest growing 


BED Room 
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BED Room 
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FLOOR PLAN 


PLAN indicates the use of hollow brick walls with four-inch air space; they are built up on a reinforced concrete floor slab. The large 
closed-in porch has access from three sides. Note that three of the doors slide into the hollow walls. 
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DETAIL OF CORNER WINDOW 


kitchen and the master bedroom likewise open onto this 
central porch. 

All closets are floored with hardwood blocks and 
have double sliding doors which operate on copper 
track. 

The bathroom entry is through a powder room in 
which is located a full-length mirror with bracket lights 
on each side; the room also has a large dressing closet 
with double copper-tracked doors. The bath is of the 
conventional combination tub and shower type. 

The entire interior is attractively finished with cold 
water paint, one of the bedrooms being done in cream, 
another bedroom in gray-blue and the living room and 
dining alcove in gray-green. All woodwork is painted 
in a matching shade of Pittsburgh oil paint. 

Each fireplace has a hearth and is faced with hand- 
made Roman brick, while the floor of the screened porch 
is of red brick. An interesting feature is that all brick 
used in the construction of this house was made from 
Houston clay and in Houston brick plants. 

The all-masonry home has been viewed by more than 
5,000 visitors, and numerous requests have been made 
to have it reproduced, by prospective home builders. 
Visitors especially appreciate the ultra-modern, com- 
pact, convenient kitchen, with its inlaid linoleum drain 
board and its wealth of built-in closet and storage space. 

Other unusual features include built-in bookcases in 
the living room and a built-in chest of drawers in the 
master bedroom.—C. A. Loeffler. 
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Dim Bice 


DETAIL OF SLIDING WINDOWS 


THE above details show hollow wall construction carefully flashed around openings; sliding windows run on special track into space between 
inner and outer walls. The front entrance has a modern treatment with glass block flanking the jams and across the head. 


4” air space, and an inner brick wall, 4” thick, the two 
being tied with galvanized wire ties, especially bent for 
this purpose. 

The windows and doors recess into air space between 
walls, on copper track, thus giving full opening to all 
doors and windows. 

The roof is the standing seam type, of galvanized 
iron, treated first with two coats of asphalt, especially 
prepared and then having a third coat of portland ce- 
ment driven into the asphalt under spray-gun pressure. 
The fourth coat consisted of stucco mixed with fiber and 
likewise driven into the asphalt under spray-gun pres- 
sure. 

The house is plastered throughout with one inch plas- 
ter, and Bruce factory-finished hardwood block flooring 
is used for all floors. 

Both hot and cold water are copper-piped. A Payne 
floor furnace system is provided for winter heating, 
while a Day and Night water heater supplies ample hot 
water for the home. The conduit system was used on 
all electrical work, and the attic wiring system was in- 
stalled under the direction of the Westinghouse Electric 
Company. 

There are two fireplaces in the house, located in the 
center of the building; one opening into the living room 
and one into the master bedroom. The living room opens 
into a dining alcove, which in turn provides access to 
the large porch located in the center of the house. The 
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TYPICAL 2-family house as detailed opposite, consisting of two 6-room units with attached garage, open porch. 


16 Houses on 535 x 139 Plot 


U-shaped courts back to back. The building was done 
by the Mueller Construction Company. 

The scheme adopted has proved very successful. Two 
single-family houses are placed at the end of each court 
facing the main streets. The semi-detached houses are 
grouped around the court, each with good exposures 
toward the court and with attached garages having 
driveways easily accessible from the side lanes. 

The semi-detached houses, a typical unit of which is 
detailed opposite, are well laid out, with large living 
rooms and dining rooms and three bedrooms. The di- 
mensions of the main part of each unit are only 30 by 
291% feet. Houses are substantially built and include 
in the specifications stone foundations, solid brick walls, 
slate roof, hot water heat, National boilers and con- 
vectors with an oil burner, wood-burning fireplaces, 
basement club room, mineral wool insulation. The en- 
tire project is a sound and intelligent solution of a diffi- 
cult problem of land development. 


No Land 
Waste 


VIEW of court from 
Underwood Road, show- 
ing 2 single-family houses 
facing street, and semi- 
detached units around 
attractive well-land- 
scaped court. 


Semi-Detached Units Arranged Around 
Court Solve Problem of Narrow Property 
in Baltimore. John A. Ahlers, Architect 


HE Roland Park Company, well known Baltimore 
realty organization, was confronted with a problem 
in connection with a fairly expensive piece of 

property, the shape of which had been affected by a 

change in nearby streets. This property was 535 feet 

long and 138 feet wide. On one side was a narrow lane 

which the owners felt would provide undesirable front- 

age for houses of the type suitable to this property. 
The solution of this difficulty was worked out by 

Architect John A. Ahlers of Baltimore by developing 

a court scheme, with most of the houses facing inside. 

The structures built consisted of four single-family 

houses and twelve semi-detached units arranged in two 
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Economical Subdivision 
of a Difficult Site 


HOW 4 single-family houses 
and 12 semi-detached units 
were grouped around a very 
long and narrow property is 
shown in the plot plan below. 
There are 2 U-shaped courts 
facing in opposite directions. 
DETAILS of the semi-detached 
houses, at right, by Architect 
John A. Ahlers of Baltimore, 
show how skillfully they are ar- 
ranged to fit the site with each 
unit opening on an attractive 
court and with an attached 
garage leading to wide streets. 
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FIRST FLOOR PLAN 


OLD COLD SPRING LANE 


UNDERWOOD ROAD 


PLOT PLAN 
SECOND FLOOR PLAN 


COMPLETE details of a skillfully planned !6-house development which successfully restored value to a property affected by street changes. 
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ABOVE: Six of the buildings along one side of the court in Green Motor Lodge, Montgomery, Ala. 


Comfort Replaces Novelty in Tourist Lodges 


Every detail was planned by the architect, even includ- 
ing the surrounding fence, the highway sign and the orna- 
mental lamp post in the court. Equipment for each room 
is just as complete. It includes a tiled bath and shower 
for each, automatic hot water heating and house heating 
by means of a butane gas system with recessed wall heat- 
ers in each room. 

Other equipment includes an annunciator system for 
communication with the office, built-in writing desk, inner- 
spring mattresses, bed reading lights of an improved type, 
plenty of closet space, luggage racks, curtains and Vene- 
tian blinds, leather and chrome chairs, electric razor 
sockets, porch lights and waste baskets. 

The apartments with kitchenettes are completely 
equipped with cooking utensils including three-burner and 
oven gas stoves, ice boxes and enamel top tables. 

The Green Motor Lodge, of which H. H. Green is pro- 
prietor, is affiliated with the American Automobile Asso- 
ciation and United Motor Courts, the latter having as its 
slogan, “Cleanliness, Comfort, Convenience and Cour- 
tesy. Green has operated tourist camps for several years 


offer is afforded in the Green Motor Lodge in 

Montgomery, Ala. Carl B. Cooper was the archi- 
tect; the Cramton Lumber Company was the builder. 
This lodge, located some 3 miles from the city on the 
Atlanta highway, was designed with as much functional 
care as a modern hotel or home. In fact, Architect Cooper 
has pointed out that a lodge of this type is the answer to 
a small town’s need for a hotel, in addition to the need 
that may exist for such structures in and near the larger 
cities. 

It consists of 11 completed brick veneer buildings with 
green roofs and white trim, located on a tract of land 200 
by 400 feet. One of the cottages located at the entrance 
is the office. The other buildings spaced 25 feet apart on 
either side of a terraced and landscaped court have two 
rooms each and are equipped to accommodate from one to 
seven or more persons. Three of the lodges are equipped 
for light housekeeping. The spacing of the buildings with 
a slant toward the front entrance assures privacy, ventila- 
tion and fire protection. 


A example of what the modern tourist camp should 
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PLOT plan of Alabama tourist lodge showing septic tank drainage fields arranged under center court. 
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build a hotel room, whereas a tourist lodge room can be 
built for $1,000 to $1,200, or less than half as much. This 
explains one reason for the growth of this new idea. It 
seems to me that the tourist camp offers the answer to the 
small town’s need for a hotel. The traveler need no longer 
plan his trip so as to make the larger cities for lodging, 
he can find conveniences along the way in the modern 
tourist camps which have been erected. It is true that 
many of the places are not up to even average standards 
of design and construction. But neither were many of the 
first hotels and inns, which had to give way to more 
modern ones. We designed the Green Motor Lodge with 
infinite attention to details and we feel that as more of 
this type are constructed the make-believes along the way 
will have to give way to those of more modern concep- 
tion of planning and construction.” 


BUILT-IN dressers, folding desks 
and recessed gas wall heaters in 
bedrooms and tile floors and 
Humphrey fixtures in baths ere 
some of equipment items. 


| 
COMPACT arrange- 
ment of baths in 
Green Motor Lodge 
camps is indicated 
in plan below. Face 
brick walls, Merit 
oak flooring, Carey 
roofing, Corbin hard- 
ware and Mustee 
Mfg. Co. automatic 
gas water heaters 
used throughout 
SIDE ELEVATION 
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and a number of his ideas were incorporated by the archi- 
tect in the building of what they both considered a 
model. 

“The tourist camp represents part of a great change in 
American customs,” said Carl B. Cooper, architect. “Long 
ago man traveled by horse-drawn conveyance and when 
he stopped at an inn there were facilities to take care of 
his animal. Then man began to travel largely by train 
and hotels found it unnecessary to provide lodging for his 
beast. Then the automobile came along until today the 
parking problem has become a downtown problem. Many 
hotels have gone to great expense to provide parking lots 
for their guests, but space is naturally limited downtown. 
The tourist lodge solves this problem by building on the 
outskirts where land values are not so high. 

“According to our experience it costs about $2,500 to 
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Cold Storage Locker Plants Spread 
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Increasing Demand for Cold Lockers Throughout the Country 
Opens New Field to Builders; Construction Data Given Here 


complete service in processing meat, fruit and vegetables. 

The Receiving Room, as the name indicates, is the room 
where carcasses of meat are received into the plant. This 
room is kept at normal room temperature and here the 
carcasses are given final cleaning, weighed, then trans- 
ported on overhead roller track to the chill room. Some- 
times provisions are made in the receiving room for 
rendering lard and other processing work. Receiving 
room sizes shown in the plans are considered the minimum 
practical. 

The Chill Room is a refrigerated room maintained at 
a temperature of approximately 35 deg. F. Here meat 
is chilled to remove body heat before being cut and frozen. 
After body heat has been removed, the carcass is trans- 
ported to the aging room. 

The Aging Room is also held at about 35 deg. F. and 
for all practical purposes is merely an extension of the 
chill room. A partition is provided between the two 
rooms, however, to prevent “steam” from warm carcasses 
condensing on the cold carcasses being aged. This might 
cause them to become slimy and possibly develop 
off flavors in the meat. Poultry, undrawn, is 
usually chilled or aged about 24 hours; pork, 2 
to 3 days; lean beef about 3 days to a week; fat 
beef, 3 to 4 weeks. After proper aging, the 
poultry and carcasses of meat are taken to the 
cutting room. The combined floor area of the 
chill and aging room should not be less than 
one-third the area of the locker room. 

The Cutting Room is not a refrigerated room 


FIGS. | and 2 at left and below show a typical floor 
plan arrangement for a 510-locker plant and a section 
indicating construction and method of insulation. 
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the past few years has been the construction of a 

cold storage locker plant for the preservation of 
meat, fruit and vegetables. Plants have been built in all 
sections of the country—and of a wide variety of designs 
and floor plan arrangements. It is estimated that there are 
about 1,000,000 lockers now in service in both cities and 
rural sections. Out of this wealth of experience in build- 
ing and then operating the locker plants, it is now possible 
to select and describe certain of the more important design 
and construction factors. A study of these factors should 
prove especially valuable to locker plant builders. Builders 
of other kinds of refrigerated storages may also find 
much of interest in this information, since some of the 
principles of construction are adaptable to any cold storage 
structure. 

The floor plan arrangement which has proved practical 
and efficient is shown in Fig. 1 and described briefly 
below. 

Facilities shown are for plants which provide rather 
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room, floors, walls and ceilings, 4 in. of insulation ; in the 
locker room 6 in. of insulation in floor, walls and ceilings ; 
in the sharp freezer, 8 in. in the floor and ceiling, 8 in. in 
walls facing a room which is held at normal room tempera- 
tures and 4 in. in walls facing a refrigerated room such 
as the locker room. Sharp freezer walls facing the chill 
room or aging room are usually built with 5 in. of in- 
sulation. 

Since insulating materials lose much of their insulating 
value when moist, it 1s especially important to keep the 
insulation dry. This is accomplished by providing best 
possible moisture-proof and vapor-proof seals on the 
warm side of all insulated walls. Common practice is 
to set rigid insulation in a seal coat or mopping of tar or 
asphalt according to manufacturer’s instructions. 


Foundation and Floor Construction 


The concrete foundation wall is usually 8 in. or 10 in. 
thick, supported on a footing 16 in. to 20 in. wide and 
(Continued to page 102) 
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RIGHT: At top, typical cold storage locker plant of 


but is maintained at usual room temperatures. 
Here the meat and other foods are prepared for 
freezing. Carcasses are cut into steaks, roasts, 
chops, hams, etc., and these cuts are wrapped 
in moisture-proof paper, then properly labeled 
for easy identification. 

In small plants carcasses are sometimes re- 
ceived directly into the cutting room, but in the 
larger plants this is not usually considered a 
desirable practice. After proper processing and 
wrapping, the meat or other food is placed in the 
sharp freezer. Where food display cases are 
used in merchandising meat and frozen food the 
partition between the cutting room and lobby is 
usually omitted. 

The Sharp Freezer is held at a temperature 
of about 10 deg. below zero and here the food 
is quickly frozen solid. For convenience of the 
operator and for greatest economy in refrigera- 
tion it is important that the sharp freezer have a 
small passing door which opens directly into the 
cutting room, as well as a larger door opening 
directly into the locker room. 

The Locker Room is usually maintained at 
about 10 deg. above zero, but this room should 
be planned so that a temperature of 0 deg. F. 
can be maintained, since pork and freshly frozen 
fruits and vegetables are better preserved at the 
colder temperature. The locker room accom- 
modates rows of metal lockers usually in tiers 
five lockers high. It is important that this room 
be large enough so that aisles will be at least 
2 ft. 6 in. wide; main aisles should preferably HH s 
be a minimum of 3 ft. wide. H ° 

Other rooms necessary are: A small lobby, 
a small room for machinery and supplies, a toilet 
and washroom and a small office space. In the 
smaller plants particularly, it is common to have 
the office space in one part of the cutting room 
for greater convenience of the plant operator. 
Some plants also have a small room for smoking 
meat. Occasionally a room for butchering is provided 
as a part of the plant. 

Room heights depend on type of lockers and refrigerat- 
ing equipment selected, but should be as low as possible 
so that costs of insulation and refrigeration are kept at a 
minimum. Representative room heights are shown in the 
drawing, Fig. 3. 


Insulation Requirements 


Proper insulation is a basic requirement for the cold 
storage locker plant because constant and adequate cold 
temperatures must be maintained to prevent food spoilage. 
Then, too, the correct amount of insulation, properly 
installed, reduces costs of electric power and permits most 
economical and successful management of the plant. 

Amounts of rigid insulation commonly used in the 
various rooms are as follows* : In the chill room and aging 


*Thickness of insulation are in terms of materials having a conductivity 
value (k) of about 0.30 as listed in the most recent GUIDE 
ican Society of Heating and Ventilating Engineers. 


of the Amer- 


Jasper County, at Rensselaer, Ind. Center, cutting and 
wrapping meat for storage in Cooperative Locker Service 
of Champaign County, Ill. Bottom, typical section indi- 
cating insulation procedure of various rooms. 
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SMART styling not usually found in buildings of this type is illustrated in the above view of this Seattle, Wash., design. 


Small Commercial Structure in Seattle 
Is Designed for All-Wood Construction 


Modern Treatment of Sales and Warehouse Building 
by Graham & Painter, Architects, Is Outstanding; 
Henrickson & Alstrom Construction Co., Builder j 


moulded bands of wood superimposed in 14 in. and 16 in. 
widths, fluted corner, and 10 in. wide moulded finish on 
the 5 ft. wide marquee. 

No. 1 Douglas fir beams, size 10 x 16 and 8 x 10 posts, 
are used with two 3 x 6 knee braces at corners bolted 
securely to beam and post shown in Section B. Beams are 
fastened into posts with dowel pins. Beam spans are 
approximately 22 ft. long. The second floor is carried on 
3 x 10 joists over 8 x 10 beam resting on 8 x 8 posts. 


Horizontal Flash Boards on Exterior 


Exterior walls are constructed of 2 x 6 studs laid 16 
in. o. c. and covered with 1 x 6 T&G fir sheathing covered 
with 2-ply waterproof building paper and 1 in. T&G 
flush boarding laid horizontally. 

Portions between windows are covered with 1 in. T&G 
flush boarding with V joints. All fenestration is of 
Truscon steel sash. Libbey-Owens-Ford glass is used 
throughout. 

Construction, as detailed in wall section 1-1, is the 
acceptable fire wall construction that is used between 
buildings for fireproof purposes. It consists of two thick- 
nesses of 2 x 6 T&G laid vertically with the joints broken 
and resting directly upon the concrete wall. It varies in 
an unbroken mass through the roof and above the roof to 
a height of 12 in. where it is covered by a galvanized iron 
coping. The lumber here is No. 2 grade painted with two 
coats of lead and oil, and presents an unbroken mass of 
wall. The roof is of joist construction covered with 4-ply 
built-up roofing and has galvanized iron skylights filled in 
with wire glass. An ornamental iron railing, chrome 
plated, is used from the office to the sales area. 

Interior partitions of 2 x 4 studs laid 16 in. o.c. are 


N this sales and service building of the American 
Laundry Machinery Company, Seattle, Wash., the 
extreme versatility of wood is shown both as a struc- 
tural material and a medium in which to reproduce clean- 
cut, modern design. The attractive exterior, particularly 
the detailing around the entrance, is the work of Graham 
& Painter, Seattle architects ; Henrickson & Alstrom Con- 
struction Company did the building. 

This building is 89 feet wide, the main unit having a 
depth of 64 feet, and has an overall depth of 89 feet. It 
is designed on two levels, having a loading space at the 
rear with wood Overhead door in order to utilize the 
adjacent railroad tracks. Reinforced concrete foundation 
has #6” by 5'6” footings designed for soft filled-in 
ground. Weyerhaeuser Douglas fir boarding in various 
widths applied horizontally is the principal exterior finish 
material. 


Interesting Details in Wood Construction 


The entrance is framed with Douglas fir 2 x 6, 16 in. 
o.c. with 1 x 6 fir sheathing and 1 in. flush T & G boards 
laid vertically, as shown in detail opposite. 

Marquee is constructed of 2 x 6 structural boards cov- 
ered with galvanized iron finished in the soffit with 14 in. 
3-ply plywood with moulded wood facing painted to 
resemble concrete. 

The upper portion of the entrance is finished with 1 
in. fir flush boards and the portion directly over the en- 
trace is treated with 1 x 2 fir strips. The coping over the 
whole entrance is covered with galvanized iron, and the 
entire appearance of the unit is dignified and substantial 
at the same time. 

Trimming details of the exterior include horizontal 


ت — 


۱ 
12 Joist èꝗ —— 


Wed | kl | 


Ug || i f 
با‎ * 12 (۴۳ __ ENT 


a Se oe 


H 
9 Joists سول‎ 
i 7 te — 


goo ad = : 
“SOK Beam? | 510 
۰ „ i 2-۳۷6 146 Land, 
iain Vertically 
— ꝓ GI Flashing 
* 
00 4288. 
l Bii 


EXT — 


۳ 
a 1 . 
__ £8414" ‘Beam g e 


i 
i 
4 
1 


۳ 


۱ ار‎ Arn 
Boards 
| r | 


m Hooda أ‎ 


۱۳۱0 0 یک‎ 10 140 Flush Boards Î 
Lad هی‎ ۷ 


SECTION 


Roor PLAN 


BOARD at HEAD oF Winnow 


All electrical work is of the conduit type with modern 
fixtures in the office and salesroom, and large drop fix- 
tures in the warehouse. Cast iron piping is used for all 
plumbing. Heat is supplied by Humphrey gas unit heat- 
ers, and the office is equipped with Reznoir automatic 
winter air conditioning. 
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FLOOR plan and details at the 
right for this sales office and ware- 
house of the American Laundry Ma- 
chinery Co., Seattle, Wash., show 


all-wood framing and construction. 
44-0" 
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BELOW, the details of the entrance 
indicate method of framing and use 
of vertical wood fluting, horizontal 
moulded wood banding, V-jointed 
boarding, and cut-out trim pieces. 
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PLAN OF ENTRANCE 


covered with metal lath and plaster. Salesroom walls are 
finished with 14 in. 3-ply plywood, and walls in the office 
are finished with scored plaster and oil painted in flat tones 
of cream and gray. Except in the office, where Tile-Tex 
asphalt tile flooring is used, all floors are finished with 
2x 6 T&G fir, sanded. 
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Portfolio of Architectural Plates of ۱ 
DOUGLAS FIR PLYWOOD PANELING 


PREPARED BY CARL F. GOULD, F.A.LA. 


Another of a series, intended as suggestions to the builder 
and architect as possible ways of using Douglas Fir Ply- 
wood for the interior finish in a residential hobby room. 


decorative effect. This room offers opportunities for vari- 
ous individual finishes. 

MATERIALS: Wall panels and beam boxing are of 1⁄4" 
wallboard grade of Douglas fir plywood. 

Sub- flooring above may be of 5" sheathing grade or of 
sound 2-sides grade. With beams 24 on centers these 
5% panels of plywood will carry a load of 65 lbs. per 
sq. ft. with a deflection of only 1/12" (1/270 of span). 
Panels are secured with 4d finishing or casing nails. 
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A SIMPLE informal treatment for a hobby room, employ- 
ing large panels of Douglas fir plywood, is exhibited on 
these two pages. A paneled effect is created by the use 
of wide stiles and rails. Structural beams are shown boxed 
with plywood, with simple moulds at salient edges. 

The tops and panels of the wood chest and desk can 
also be constructed of Douglas fir plywood, with machine- 
carved or stock mouldings. Panels are enriched by means 
of sand-blasted or cut-out designs giving an interesting 
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Hip Rafter Problems Solved by Means 
of THE STEEL SQUARE 


point will (for a roof of equal pitch), be so located that 
the distance E-B (representing the run of the longest 
common rafter in the hipped: part of the roof) will be 
exactly equal to the distance A-B (representing the run 
of the common rafters in the main roof). The distance 
D-B in Fig. 3 will represent the run of the hip rafter 
D-C (Fig. 1) and this line will form the diagonal of a 
square two sides of which are formed of the runs of the 
two common rafters E-B and A-B (Fig. 3), while the 
other two sides are formed by the lines of the outside 
upper corners of the wall plates on the side and end walls 
of the building D-E and D-A (Fig. 3). This square is 
D E B A in Fig. 3 and the run of the hip rafter D-B is 
the hypotenuse of the right angled triangle D A B in 
which the side D-A is equal to the side A-B. 

The 12-12-17 RULE: Take your steel square and lay 
it down flat on a wide, smooth surface, such as a big piece 
of paper, or a table top, and mark off 12 inches on the 
outside edge of the blade or body and 12 inches on the 
outside edge of the tongue. Now measure off the diagonal 
distance between these two points on the square as shown 
in Fig. 4 by distance A-B and you will find that the dis- 
tance is almost seventeen inches. This shows that for 
every twelve inches of run along the sides of a right 
angled triangle with equal sides, there is a run of 17 inches 
along the hypotenuse. It also shows that in any hipped 
roof of equal pitch, for every foot of run of the common 
rafter, the hip rafter has a run of 17 inches. The total run 
of the hip rafter is 12 times the total run of the common 
rafter. 

The point B in Fig. 3 is on the same level as the top 
surfaces of the wall plates and the point C (Figs. 1 and 
2), which is on the ridge line is directly above point B 
and at a distance above point B equal to the “rise” of the 
roof. The distance B-C (Fig. 5) is therefore the rise of 
the common rafters and is at the same time the rise of the 

(Continued to page 92) 
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Laying Out Hip Rafters with the 
Help of the Steel Square Is Discussed 
in This Article of the Current Series 


By Gilbert Townsend 


with the Steel Square explained the uses of the tool 

in connection with the comparatively easy job of 
laying out the common rafters in the frame for an ordi- 
nary pitch or gable roof. If all roofs were of this type, 
the carpenter’s roof framing problems would be few and 
easily solved, especially when the steel square is used. 
Unfortunately, for the craftsman, an architect or builder 
in search of something different long ago invented the 
“hip” roof and thereby created “hip” rafters and at the 
same time introduced that other pest, which has been 
well named the “hip jack” rafter. In a later article, the 
application of the square to jack rafter problems will be 
explained. The present article will deal with hip rafters. 


TW May instalment in this series of articles dealing 


Hipped Roofs of Equal Pitch 


Fig. 1 shows the framing plan for a “hip and valley” 
roof, while Fig. 2 shows an isometric view of the roof 
framing from the wall plates up to the ridge. In these 
figures the hip rafters are easily recognized as being the 
heavy members sloping up diagonally from each corner 
of the building to the ridge. This is a “hip roof of equal 
pitch,” that is, the hipped part marked H in Fig. 1 and 
Fig. 2 has exactly the same slope or pitch as the nitch of 
the main part of the roof. This is usually found to be 
the case with hipped roofs, but of course 
it is not necessarily always so, as the 
hipped part of the roof may have any 
slope or pitch and if this is different from 
the pitch of the main roof, then the roof 
is called a roof of unequal pitch. In 
roofs of equal pitch the point C (Fig. 1) 
where the hip rafters F-C and D-C frame 
into the ridge board is so located that it 
is just as far from the end eave line D-F 
of the hipped end of the roof as it is 
from the side eave line D-A of the main 
part of the roof. Of course the rafters 


do not lie flat as they appear to do in the AKC Z 
plan view (Fig. 1), but actually slope NRN 


upward from the eaves to the ridge as 
shown in Fig. 2. In Fig. 1 you are look- 
ing directly down on the rafters from 
above them as, for instance, from an 
airplane, but if you can imagine yourself 
to be in the attic of the building below 
the rafters and looking down on the runs 
of the hip rafters marked out on the attic 
floor as illustrated in Fig. 3, the point 
where the runs of the two hip rafters 
meet can be called the point B, and this 
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the only silent kind... Gas water heat- 
ers provide hot water not only quickly, 
but also abundantly and economically 
. . . And for house-heating, gas is the 
only completely automatic fuel. 


Gas appliances, by providing both 
looks and efficiency, doubly insure a 
speedy sale and a larger profit .. . Ask 
your local gas company for facts and 
figures! 
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pouon are discovering it is just 

about twice as easy to sell “ready- 
to-live-in” homes as bare, unequipped 
houses . . . especially when these homes 
are furnished with modern gas appli- 
ances to do The 4 Big Jobs.“ 


The reason is fairly obvious 


Modern Gas Ranges provide perfect 
temperature control for cooking—and 
women know it . . . Gas refrigerators are 
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ACOUSTICAL ceiling, 
air conditioning and in- 
direct lighting are im- 
portant features in 
dining room of newest 
Schrafft's restaurant in 


New York City. 


For Quiet Dining 


with an interesting variegated texture produced by glass 
wool. A beautifully designed ornamental plaster border 
by Walter Hesse adds to the attractiveness. 

The same type of acoustical ceiling has also been used 
in several of the recent Schrafft’s bars and cocktail 
lounges and has demonstrated its value as a noise 
deadener. 

Complete air conditioning and cooling is another impor- 
tant development affecting the restaurant field, and an 
interesting feature affecting the Schrafft’s dining room is 
the manner in which the wall decorations have been 
carried over the grille. The mural decorations were done 
by George Stonehill and carry out a theme of mountain 
laurel in spring bloom. 

Robert Johnson, Inc., was the builder and Bloch & 
Hesse architects. Interesting structural details involve 
the curved walls and the furring down of the ceiling for 
the built-in lighting. Leather seats along the wall are 
also built in. These rest on concrete bases, carried out in 
harmony with the vari-colored terrazzo floors. 


is nowhere better illustrated than in the restaurant 

and shop field. Architects and builders throughout 
the country are finding the modernizing and rebuilding of 
shops and stores a growing market forced by the public 
demand for technological improvements. 

Unlike home modernizing, work in the restaurant and 
store field can be shown to more than pay its way through 
increased business resulting from the proposed improve- 
ments. 

The illustration above compresses a whole story of 
modern development in this field into one picture. It is 
the latest dining room, at 1221 Madison Avenue, New 
York City, of one of the famous chain of Schrafft res- 
taurants operated by the Frank G. Shattuck Company. 
It is replete with modern scientific improvements for the 
comfort and convenience of the customer. 

Of outstanding interest is the use of 34-inch ivory- 
colored acoustical tile to deaden noise and provide a quiet 
yet attractive room. The tile are 12 by 12 inches in size, 


T. rapid sweep of scientifie progress in construction 
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MAKE BOOSTERS OF 
YOUR CUSTOMERS 


HE formula for success in your business—or any business — 
pretty much boils down to selling merchandise that has reputa- 
tion and gives satisfaction. 

Take reputation, for example. When you mention Barrett to a 
customer, you've traded on the “greatest name in roofing.” Through 
unmatched performance records, Barrett has earned a reputation 
second to none in the roofing field. 

But that isn’t all. The satisfaction Barrett Shingles give after 
the sale—their beauty on the house, their lasting resistance to time 
and weather—make a booster of every customer. Pleased home- 
owners like to talk to one another about their “roofing jobs,” just 
as motorists do about their new cars. 

All of which means extra dollars in your pocket . . ۰ more custo- 
mers . . . more friends . . . still more boosters! It's really a magic 


circle—once you get it going. START IT TODAY! 


BARRETT BROAD SHADOW SHINGLES 
“High Style at Low Cost 


This exclusive Barrett Shingle has set a new roofing vogue that’s 
sweeping the country. Its “shadow” is actually built into the shingle, 
so that roofs have style and charm—a broad, deep shadow even on 
cloudy days. Tell your customers how easy it is to get a genuine 
Barrett Broad Shadow Roof on the monthly payment plan. 


THE BARRETT COMPANY 


40 RECTOR STREET, NEW YORK, N. v. 2800 SO. SACRAMENTO AVE., CHICAGO, ILL. BIRMINGHAM, ALA. 
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Better Values from Improved 
Building Products 


Room Size Fabric-Faced Plywood Panels 


THE Speedwall Company, Seattle, Wash., is producing a com- 
posite plywood panel in room sizes up to 8 by 20 feet and 
faced with fabric. Because its giant size does away with making 
joints, and because its surface provides a base for easy and quick 
decoration on which checking and cracking are minimized, it is 
claimed that this Jumbo Speedwall is a final solution to the dry 
walls built with plywood method of construction. > 

Jumbo Speedwall is made up of standard grade, water resistant, 
Douglas fir plywood panels, hot press “welded” together with 
synthetic resin glues. Surfaces to be decorated are sealed and 
“dressed” with a strong woven cotton fabric, such as is often 
applied by fine decorators over many different types of surface. 
The special adhesive with which this fabric is applied also provides 
fire resistance and a moisture barrier for the wall when it is used. 

In common with all dry walls built with plywood construction, 
Jumbo Speedwall also provides extra strength, rigidity, high insu- 
lation value, light weight and easy workability as features of these 
panels. 

Jumbo Speedwall is applied to standard construction studding 
and the carpenters can proceed with their work without the 
delays which are common when lath and plaster is applied. Doors 
and windows and other openings are cut out on the job; the panels 
are nailed or glued in place, and the decorating can proceed at 
once without delay. Ordinarily one board makes a room wall; 
four boards make a whole room. 

Builders who have used Jumbo Speedwall see in it many im- 
mediate advantages to them: It saves weeks of time in erection, 
it eliminates joint making on the job and the possibility of 
vexatious cracks developing later on. Owners enjoy the satisfac- 
tion of sound construction with a minimum of checks and cracks, 
and the savings represented in the economy of Jumbo Speedwall 
-oaii plus the low maintenance costs and the lowered fuel 

ills. 

Jumbo Speedwall is now being sold in the trading area immedi- 
ately adjacent to the Speedwall Co. factory in Seattle, but the 
management states that an announcement will shortly be made on 
merchandising plans that will make the new giant board available 
in all parts of the country. 


RIGHT: Workmen 
taking room-size 
panel into job 
through unfinished 
entrance. Below, 
close-up of fabric- 
faced plywood. 


Homes sell FASTER when you use 


Tel 


THE DOUBLE-SEALED SHEATHING 


s — ` ۹ < ی‎ ۶ p : 
Temseal Sheathing on the residence of Dr. McConnell, Youngstown, Ohio, 
was sold by Heller-Murray Company of Canfield and installed George 
C. Stark. Interstate Sash & Door Company, Canton, was the wholesaler. 


OME buyers want insulation which lasts. 

They want assurance that fuel bills will stay 
lower—that summer comfort will be theirs for 
years to come. That's why a house will sell more 
quickly when you tell prospects: “This house is 
sheathed with Armstrong’s Temseal for long-last- 
ing, efficient insulation!“ 

Temseal is twice sealed at the factory—first 
with flexible, non-cracking asphalt, and then with 
tough kraft paper. Air and moisture can’t penetrate 
this insulation and lessen its efficiency. It goes 
right on saving fuel and promoting solid comfort 
year after year! 

There are other important reasons why you'll 
want to use Temseal: It sheathes and insulates at 
one low cost and in one easy operation. Building 
paper or felt is unnecessary. Also, Temseal adds 
strength and rigidity to building structures. 

Temseal Sheathing is made by the makers of 
Armstrong’s Linoleum—added assurance of com- 
plete satisfaction. Write today for a sample an 
complete details to Armstrong Cork Com- 
pany, Building Materials Division, 979 
Concord Street, Lancaster, Pennsylvania. 


ARMSTRONG’S TEMLOK 
INSULATION 
De Luxe Interior Finishes * Lath © Sheathing e Hardboards + Monowall 
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This LINOLEUM Advertising 


1 year, 101, 000, 000 full-color 
pages in the country's leading 
magazines tell your prospects about 
Armstrong’s Linoleum. That’s why 
you have a big talking point when 
the houses or apartments you build 
have floors of Armstrong’s Linoleum. 
These readers know that an Arm- 
strong’s Linoleum Floor gives years 
of care-free service . . . that its colors 
won't scuff off . . . that cleaning it is 
easy. When they find Armstrong’s 
Linoleum in your houses, they know 
you used good materials. 

Be sure you get the full sales- 
value out of this advertising cam- 
paign by specifying Armstrong’s 
Linoleum for your buildings. For full 
information about this modern floor- 
ing, see Sweet's or write for a free 


illustrated idea book. Arm- > 
strong Cork Company, ( A ۱ 
1218 State St., Lancaster, Pa. : 
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ARMSTRONG’S FLOORS 
LINOLEUM 
Rubber Tile ° Linotile (Oil-Bonded) - Asphalt Tile - Cork Tile 


Linowall Wall Covering 


Amert 
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Vacu-Lite Glass Blocks 


HE American Bar Lock Co., Inc., Long Island City, N.Y., has 

introduced a new patented form of insulated glass roof and 
ceiling construction, featuring Alglas solid aluminum frames with 
Vacu-Lite partial-vacuum glass blocks; it offers increased light 
transmission, new eye appeal, superior insulating qualities, tested 
water-tightness, strength and durability. 

Vacu-Lite glass blocks are specially designed for this purpose, 
with less depth and heavy walls to carry required roof or floor 
loads and ordinary foot traffic. They are made exclusively for 
use in the lightweight, interlocking Alglas aluminum panels. 
Manufactured with a 64.9 per cent vacuum and designed to with- 
stand a hydrostatic pressure of 75 pounds per square inch, each 
block is air-tested under water. 

The Alglas aluminum panels are simple and economical to 
install, and present a practically flush undersurface which does not 
collect dirt. The interior effect is highly decorative, and a greatly 
improved skyline appearance is also immediately noticeable. 

Installation of interlocking, leakproof Alglas units with Vacu- 
Lite glass blocks, either flush with roof pitched, or set up in 
curbs, can be used as an integral part of the roof or ceiling 
construction and provides for maximum utilization of these 
surfaces. 


NEW system of glass 
block and aluminum 
frames for roof and ceil- 
ing construction. 


Koolshade Sun Screen 


ANEW type of window screen is being manufactured by the 

Borg-Warner Corp., Chicago, Ill. This product, known as the 
Koolshade Sun Screen, has a new metal fabric that shuts out sun 
heat and makes rooms many degrees cooler, by stopping the solar 
heat rays before they strike the window. At the same time sun 
glare is eliminated, but ample light is admitted and clear vision 
is permitted at all times. 

To get a perfect idea of Koolshade Sun Screen, imagine a 
miniature Venetian blind with slats so tiny they are made of flat 
wire narrow as a pencil lead 
and paper-thin. Vertical 
wires spaced one-half inch 
apart hold the flat horizontals 
at a fixed angle, calculated so 
that it completely shuts out 
direct sun radiation during 
the heat of the day in all sea- 
sons. The mesh of the fabric 
is so fine one scarcely knows 
it is there at all. 


| 


AWNINGS are unnecessary 
when windows are fitted with 
new type of screen. 


Improved Clothes Closet Fixtures 


THE Knape and Vogt Mfg. Company, Grand Rapids, Mich., has 
announced that the finish on its line of K-Venience clothes 


| closet fixtures has now been changed from nickel plated to 


chromium plated. 
The line has also been redesigned to improve appearance and 


| construction features. The present round knobs on the hat holders 
| are being replaced with half-round metal rests which are in keep- 


ing with the design of these modern fixtures and which hold hats 
(Continued to page 86) 


“SAVED 25% 


WITH WESTERN PINES 


SORE SWIPE e , PEER x 


G. S. Tandy, Richmond, California builder, makes a point 
of using Western Pines when faced with low cost housing 
problems. 


Writing of a four-room cottage, just com- 
pleted, Mr. Tandy says, The job could be 
reproduced for 52,750 and is the equivalent 
of other buildings rated as 950 square feet 
which will cost $3,600. All this is made pos- 


sible by the use of Western Pines 


THE WESTERN PINES WILL DO YOUR 
NEXT JOB BETTER—TRY THEM 


WESTERN PINE ASSOCIATION, Yeon Building, Portland, Oregon 


*Idaho White Pine 
Sugar Pine 
*THESE ARE THE WESTERN PINE 


*Ponderosa Pine 
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STAMINA 


DEPENDABILITY NEW LIGHT MACKS INHERIT FAMOUS BULLDOG STRENGTH 
“Heavy-duty” performance—even in a 1-ton truck! That's the 
service you get with the new light Macks. 
7 Prices on these new Macks begin at $675.00 for standard 
AND £ LONOM 7 chassis f.o.b. factory. (Cab, body and taxes extra.) See them before 
you buy any truck at any price. 


MACK TRUCKS, INC., NEW YORK, N. Y. 
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(Continued from page 84) 
in better shape and prevent slipping. 
The three-tier and two-tier shoe racks are now hinged so that 
the carton size can be reduced by about one-half, facilitating ship- 
ment and saving space in retailers’ stocks. 


Reciprocating Action Portable Sander 


HE new 1940 “Easy” all-electric portable sander is now being 

manufactured by The Detroit Surfacing Machine Company, 
Detroit, Mich. This machine is extremely flexible and replaces 
slow, tedious, expensive hand sanding or rubbing operations on 
flat, curved or irregular surfaces. It is adaptable to practically 
every new or maintenance abrasive application—on whitewood 
metal, bakelite, slate, leather, plastics, or composition material: 
sanding or rubbing primer surfacer or sealer coats, shellac, varnish, 
lacquer, enamel and other finishes. 

The Easy may be operated from any A.C. or D.C. light socket. 
Ample power is furnished by a sturdy ball bearing, Universal 
motor available in 110 and 220 volt models. A large fan provides 
adequate forced ventilation for cooling, while a filter removes 
injurious dust and grit from air before entering motor. 

One-third of a standard size 
sheet of abrasive (any grit) fits 
the Easy without waste. A new 
improved type of abrasive holder 
has been developed which holds 
the abrasive paper tightly on the 
sanding pad, thus eliminating loss 
of cutting action commonly ex- 
perienced when abrasive paper is 
loose on pad. From one to several 
pieces of paper can be quickly and 
securely attached at one time. 


PORTABLE electric sander has back 
| and forth action similar to that of 
| hand sanding. 


| 


Patterned Floor Receptor for Shower 


THE Henry Weis Mfg. Co., Inc., Elkhart, Ind., has announced 

that its Foot-Grip, No-Slip receptor floor surface, an exclusive 
safety feature of the Weisway cabinet shower line, is now presented 
with the foot-gripping particles formed into a pleasing “Seashell 
Pattern.” Beauty in keeping with the modern bathroom is thus 
achieved without sacrificing utility. The Foot-Grip, No-Slip 
surface is part of the vitreous-porcelain enameled lifetime finish. 
The receptor used on cabinet showers is furnished only in 
textured-green on jet- black; but the Vitreceptor for stall showers 
can be furnished in a variety of color combinations. Neutral-tone 
on white is the standard finish. 

The design is in keeping with the general spirit of bathroom 
decoration and has been simply and tastefully executed to keep 
in harmony with the most modest or with the most perfectly 
appointed bathrooms in all classes of homes and buildings. 


SHOWER receptor has 
new decorative patterned 
finish. 


Stoker-Fired Winter Air Conditioner 


THE Moncrief stoker-fired winter air conditioner, a product of 

The Henry Furnace & Foundry Company, Cleveland, Ohio, 1S 

a complete unit comprising combustion drum with radiator, slow- 

speed squirrel cage blower, driven by motor mounted on top 0 
(Continued to page 88) 
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A LOW-COST FLOOR 
THAT'S READY FOR USE 


The Instant Its Laid! 


OU know how anxious an owner is to move into his new 

home a week earlier. Bruce STREAMLINE Flooring comes 
factory finished .. . saves time of sanding, finishing, waxing and 
polishing. You save money, too, for this 25/32” x 3%” flooring 
usually costs less than the ordinary 2%” strip flooring finished 
on the job. 

Bruce STREAMLINE Flooring 
has beveled ends and edges. Avail- 
able in oak, beech, or maple. Gives a 
distinctive “patterned” effect that’s 
bound to please the owner. And the 
factory-applied finish penetrates the 
wood. Provides a tough, lustrous 
finish that resists scratching... won't 
chip or peel. 

Use Bruce STREAMLINE Floor- 
ing on your next job. Send coupon 
for details and scratch test panel. 


TE E. L. BRUCE Û0. 


MAKE THIS SCRATCH TEST 


“Bruce-Way” | Surface Finish 


Send for this scratch test panel. 
Half is finished the new ۰۳۵6۵ 
Way” used on STREAMLINE 
Flooring— other half finished the 
ordinary surface way. Scrape a coin 
across both finishes. See how the 
ordinary surface finish scratches 
1420 Thomas Street and chips away, while the Bruce- 

emphis, Tenn. Way” finish is unharmed 


E. L. BRUCE CO., 1420 Thomas Street, Memphis, Tenn. 

Gentlemen: Please send fully illustrated literature all about 
the new Bruce factory-finished STREAMLINE Flooring. Also 
a Scratch Test Panel. 


even discuss the house with me until you read that ad, 
Homer. It made you look homeward, all right. 


BUILDER: Well, Mrs. Newhouse, that means we can 
both thank Certain-teed for convincing the man ot 
the house. It also illustrates exactly what I mean about 
Certain-teed serving the building industry and America. 


MR. NEWHOUSE: But how about Certain-teed products ? 
Are they any good? 


BUILDER: They're already certified by ten million 
home owners. And I’m recommending Certain-teed 
— throughout your new home Mr. Newhouse, 
ecause I know you want to make every dollar count. 


MR. NEWHOUSE: So it pays to be Certain-teed, eh? 


MRS. NEWHOUSE: I'm so glad. I just knew that cute 
horse stood for something important. 


ASPHALT SHINGLES, ROOFING AND SIDINGS ۰ STRUCTURAL INSULATION + WALL BOARDS ۰ GYPSUM BOARDS AND PLASTER PRODUCTS 


BUILDER: Well, not exactly — but he certainly helps 
me sell building materials. His name's Certain-teed. 


MR. NEWHOUSE: Did you say Certain-steed 2 With that 
name he can’t lose. 


BUILDER: The fact is Certain-teed never lost a single 
housing handicap in which I specified him. Actually this 
little horse is just an amusing souvenir of a big building 
company, Certain-teed Products Corporation. I keep him 
on my desk as a reminder of the fine public service his 
company is rendering. 

MRS. NEWHOUSE: Public service? To whom? 


BUILDER: To the nation — and to the building in- 
dustry. You see, the Certain-teed Company has an idea 
that home owners are the very soul of our democracy. 
They believe America can build its way back to prosperity 
—so they've unselfishly set out to sell my industry and 
my services—even ahead of promoting their own products. 


MR. NEWHOUSE: Certain-teed—s-a-y! Why that’s the 
outfit who published that message by an American 
Father. Remember Look Homeward, America” Helen? 


MRS. NEWHOUSE: I'll say I do! I even sent in to 
Certain-teed for that lovely painting. And you wouldn't 


CERTAIN-TEED PRODUCTS CORPORATION 


100 EAST 42nd STREET, NEW YORK CITY 


ONE OF THE WORLD'S LARGEST MANUFACTURERS OF: 
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housing, four replaceable type filters, and Thermo-Drip automatic H 
humidifier. It provides the four essentials of winter air condition- the 
ing—warming, cleaning, humidifying and circulating the air. cont: 
Overall dimensions are held to a minimum—68 inches long, 60 and 
inches high, 34 inches wide—so as to occupy as little floor space near 
as possible. Combustion drum is made of 3/16 inch O. H. steel, can 
electric welded, with head riveted as well as welded. for 
Radiator and combustion drum are joined by flanges electrically T} 
welded to each—no cast iron flanges bolted. A heavy asbestos weld 
gasket between the faces of the flanges makes a permanently gas- chan 
tight joint. A cast iron ring to support firebrick is set on lugs liber 
welded to the interior of the combustion drum; there are no bolt mit 2 
holes through the drum at any point. The cabinet is made of secti 
22-gauge iron attractively finished in smooth gray crater enamel; expa 
the front is cast iron, black crackle finish. M 
The inner lining forms a dead air space which acts as an effective thra 
insulator. A metal floor seals the bottom of the cabinet, making 
it air-tight, thus maintaining interior air pressure and keeping 
dust and dirt out. 
۳ 
EFFECTIVE JULY 1, 1940: DEXTER-TUBU- 
LAR LOCKS & LATCHES ARE LIFE-TIME 
WARRANTED! CERTIFICATE MOUNTED 
ON FACE OF EVERY BOX GUARANTEES 
SATISFACTORY SERVICE FOR THE EN- 
TIRE LIFE OF THE BUILDING IN WHICH 
THEY ARE INSTALLED. WRITE FOR 
COPY OF WARRANTY AND COMPLETE 
INFORMATION. NO OBLIGATION. 
Learn what this certificate means to selling. The value 
of the Original Tubular—tested by time! The value of | 
“Drill-Hole” installation—used with the handy Bit-Guide— NEV 
requires no mortising, no measuring, no squaring. Write 
for complete information. P Ar 
CUTAWAY view of coal-fired winter conditioning unit. 1 
HOW TO DEMONSTRATE | f 
« and CLINCH SALES... Kitchen Ventilating Fan ass 
DEXTER-TUBULAR LOCKS THE General Electric appliance and merchandise department, 1 
AND LATCHES Bridgeport, Conn., has added to its line of fans a new kitchen bas 
FREE ventilating unit in which the blades and motor assembly are com- 100 
pletely concealed by an attractive plastic grille which may readily It ¢ 
Dealers: Here's FACTS Book. be removed for cleaning purposes. The inside wall plate, or grille, of ۱ 
ا‎ d — | — is of white plastic which will harmonize with almost any wall capi 
Name in Tubular.” “How to finish; the outside wall plate and door are finished in gray baked size 
show Dexter-Tubular Features. enamel. the 
Savings of Drill-Hole? instal- Permanently installed, the new unit will remove cooking odors, a c 
i ۲ n. € poe of fumes and smoke quickly and quietly. Its single-speed switch is hea 
sound selling suggestions. Send for your copy—no obligation. E : s s 
operated by means of a convenient pendant chain; when the chain tior 
* is released, the motor is turned on and the outside door opened. blo 
Crystal Crome i , val In winter weather, should the outside door be frozen in a clo uni 
(olor position, the fan will continue to 
to operate until the door is ing 
۱۱6۷۷ Just publisbed— Handy Reference to Cabinet . *. — — 
Hardware. All the NEW items. Illustrated full color. downward, the fan is turned 4 fra 
No Obligation. Your copy free. off and the door closed. 3 Ad 
The air delivery, of 800 | vid 
P cubic feet per minute by the N 
free air test method, is suf - * 
National Brass Company, Mfrs. | ent ts renw compere il 
GRAND RAPIDS, MICHIGAN | the air in an average kitchen 
0 Bui in two to three minutes. 
uilders Hardware 
Cabinet Hardware | VENTILATING fan is adjust- EIT 
Screen Door Hardware able to fit walls ranging in use 
thickness from 5۷2 I! inches. pac 


IT PAYS ME TO USE 


SISALKRAFT 


Reg. U. 8. Pat. Off. 


ON EVERY JOB 


THERE ARE Mas REASONS 


It’s good construction. Sisalkraft over-all sheath- 
ing makes a tight job—sealed against moisture, air 
and dust. There won’t be complaints and adjust- 
ments caused by construction cracks. 


And as to cost — when you figure the low applica- 
tion cost of Sisalkraft, it’s right on a level with 
even the flimsiest building papers. It should be 
used on every job. 


Sisalkraft is a tough, flexible sheet — two layers of 
kraft, bonded with asphalt and reenforced with in- 
terlacing sisal fibre. It has a multitude of uses on 
the job — curing concrete, temporary closures, 
covering materials and a host more. 

Send for demonstration samples of Sisalkraft, and 
details of its practical uses. For sale by good 
lumber dealers everywhere. 

The SISALKRAFT Co. 


205 W. WACKER DRIVE CHICAGO, ILL. 
New York ۰ „ Sean Francisco 


SjSALKRAFT 
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Self-Firing Winter Air Conditioner 

HE first bin-feed winter air conditioner has been introduced by 

the Iron Fireman Mfg. Company, Portland, Ore., which is self- 
contained, complete with furnace, stoker, humidifier, circulator 
and air filters. By means of a screw conveyor which fits into a 
nearby fuel bin, the new unit feeds itself with coal. The unit 
can be used as a central warm air conditioning system for homes, 
for commercial establishments, and for industrial applications. 


The heater is made of heavy, die-formed, steel plates electrically 
welded to form a gas-tight, one-piece unit. The combustion 
chamber is sized and proportioned to the fuel burning rate. A 
liberal amount of heating surface and three flue-gas passes per- 
mit a maximum transfer of heat to the circulating air. The heater 
sections are tapered toward the top to allow a free flow of the 
expanding warm air as it is circulated upward through the unit. 

Models are available for firing with either bituminous or an- 
thracite coal. 


NEW conditioning unit is automatically stoker-fired with bin feed. 


Automatic Forced Air Heating Unit 
THE Majestic Company, Huntington, Ind., has announced a new 


automatic heating unit, No. 306, for oil or gas. It is completely | 


assembled at the factory, and needs only to be connected. 


The unit is designed especially for small homes with or without 
basements, offices, store- 
rooms and service stations. 
It occupies a small amount 
of space, the 75,000 B. t. u. 
capacity having a casing 
size of 34 by 36 inches. In 
the 306, the blower is in 
a compartment under the 
heating element. Circula- 
tion is from the powerful 
blower through the heating 
unit from where it is forced 
to every part of the build- 
ing. 

Heavy gauge furnace 
steel is used throughout; 
frame is braced and trussed. 
Adequate insulation is pro- 
vided under the casing. 


EITHER oil or gas can be 
wed as fuel for new com- 
pact heating unit. 


940), 


atic 
on- 


40 
ace 
eel, 


ally 
stos 
Zas- 
ugs 
bolt 
of 
nel; 


tive 
cing 
ning 


z 
cC 


| 


— 
o 
= 


وج ی 
-æ os FT"‏ 


رم مد اي سح بمب بو ی 


s 


American Builder, June 1940. 


News of the Month 


Building Activities and Meetings 


Government Agencies to Push 
Home Building in Rural Communities 


PLANS have been announced in Washington by M. L. Wilson, 
director of the Extension Service in the Department of Agricul- 
ture and chairman of the Central Housing Committee on rural 
housing for a renewed national program of education relative to 
how existing facilities of governmental financing agencies may be 
used to promote the building of low-cost homes in rural communi- 
ties and for farm building repairs and improvements. Important in- 
terests in the industry are co-operating with this program, Mr. 
Wilson states. 

Under this program an effort will be made to get a widespread 
understanding of the methods of operation of the existing housing 
agencies, so that those who are anticipating building new low-cost 
homes in small towns and rural areas and on farms will more 
readily understand how to use existing agencies in this field. The 
federal agencies, including the Farm Credit Administration, Fed- 
eral Home Loan Bank Board, Federal Housing Administration, 
Federal National Mortgage Association, and the R. F. C. Mort- 
gage Company, are anxious that their services may be used in 
small town and rural areas. Many types of needed low-cost vil- 
lage homes, farm subsistence homes, farm houses and productive 
farm buildings can be financed through the existing agencies in 
these localities or adjacent thereto. 

Co-operating with this joint governmental program, the building 
industry has set up the National Homes Foundation, representing 
manufacturers, local building material dealers and trade associa- 
tions in the building and allied fields. This Foundation, member- 
ship in which is open to all elements of the building industry inter- 
ested in the rural building market, with headquarters in Washing- 
ton, D.C., through its technical and educational committees, is 
recommending techniques to improve building design and construc- 
tion and at the same time make for lower costs. Through this 
program the building industries interested in the farm and rural 
markets are ready with a co-operative merchandising, educational 
and promotional program to stimulate building and modernization 
and repair activity in these areas. 

Service to the home building field under this program will be 
through existing facilities in the rural communities and centered 
around the local financial institutions and service institutions, such 
as the retail lumber and supply dealers and local building mechanics 
and contractors. It is expected, Mr. Wilson states, that widespread 
additional employment and the sound investment of private funds 
for needed homes and farm building improvements will result from 
this program. 


With PCA for 25 Years 


HARRY B. TURNER, veteran purchas- 

ing agent for the Portland Cement As- 
sociation, Chicago, was recently presented 
with a silver coffee service by the Associa- 
tion in appreciation of his 25 years of con- 
tinuous service. 

Mr. Turner came to the Portland Cement 
Association in 1915 when its headquarters 
were in Philadelphia, and moved to Chicago 
when the general office was established there 
a year later. 


HARRY B. TURNER 


April Residential Volume Exceeds 
Any Month Since August 1929 


RESIDENTIAL contract awards in 37 eastern states for April, 
as reported by F. W. Dodge, totaled $135,420,000, exceeding 
any month since August, 1929. Total residential construction vol- 
ume for the first four months of this year have exceeded the same 
period of 1939 by almost 3 per cent. While backward spring 
weather hampered early building, the April record shows that 
volume home building is now under way. 

Dodge residential contract figures for the first half of May show 
further progress in the current upturn in home building—$73,318,- 


and here’s one reason why! 


“John and I liked the site, the design and 
a good many things about the house, but 
the final decision wasn’t made till I saw 
the completely modern bathroom!” 


There’s no doubt that a well-planned 
bathroom is a big selling asset. And 
Formed Iron Plumbing Ware gives you 
just this. The high-luster porcelain enamel 
comes in attractive colors and color com- 
binations. It is acid-resisting at no extra 
cost, and exceptionally easy to clean. And 
when it’s porcelain enameled on ARMCO 
Ingot Iron, and bears the famous ARMCO 
label, you may be sure of basic metal 
oy, . .. For that next house, install 

ormed Iron Plumbing Ware. It will help 
turn prospects into home owners, 


ARMCO INGOT IRON 


A NAME KNOWN TO MILLIONS 


HOT-WATER HINT: The newest thing 
in hot-water tanks is one that's porce- 
lain enameled inside and out on genuine 
ARMCO Ingot Iron. No more leaks and 
rusty water. For more information, write 
fo The American Rolling Mill Co., ۱ 
Curtis Street, Middletown, Ohio. 


BUILDING 10 


ZY FASTER 


SE WOLMANIZED LUMBER* to help you sell 
the houses you build. 
It gives you a substantial selling point. You can 
say to prospective buyers, This house is protected 
against the expensive damage which decay and 
termites can cause. Wolmanized Lumber is used 
at points where the damage starts.“ 

That statement shows your prospect how the 
house you are offering is built to last. Yet the cost 
of protection with Wolmanized Lumber is small— 
it adds less than 2% to the total cost of the average 
house. And it is the one material of its kind which 
is clean, pressure-treated according to one stand- 
ard set of specifications, and sold under one 
brand throughout the country. 

Wolmanized Lumber is sold by lumber deal- 
ers. For your use we have prepared folders 
which help you sell houses in which Wolmanized 
Lumber is used. Ask us to send you samples. 
AMERICAN LUMBER & TREATING COMPANY, 
1406 McCormick Building, Chicago. 


THE LOW COST METHOD 


Used at danger points, for joists, 
sills, and subfloors, Wolmanized 
Lumber gives reliable protection 
to the whole structure, yet adds less 
than 2% to total cost. Banks and 
financing agencies approve its use. 


USED FROM HERE 


TO PROTECT THE 
WHOLE STRUCTURE 


gistered Trade-mark 


WOLMANIZED 
LUMBER 
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000 against $65,312,000 last year, a 12 per cent increase in money 
value but a 23.6 per cent increase in the number of homes built, | 


which were 11,181, against 9,044 for the first 15 days of May 1939. 
Statistics for the four classes of construction are as follows: 


37 Eastern States May 1-15, 40 May 1-15, 39 April 1940 
Residential $ 73,318,000 8 65,312,000 F135, 420,000 
Non-Residential ........ 38,470,000 38,582,000 88,821,000 
Public Works . 36,313,000 29,533,000 62,881,000 
۱ جما‎ 8,966,000 13,152,000 13,382,000 
„ Fan 157,067,000 ۰ 146,579,000 8300, 504,000 


Size of Building Operations in 
Residential Construction 


|T IS commonplace that residential construction is typically a 
small-scale operation. Preliminary findings of the Bureau of 
Labor Statistics* indicate how small the scale of operations is in 
the building of 1-family houses. Sixty per cent of the builders in 
30 cities took out building permits for only 1 house in 1938 A 
builder who took out permits for as many as 10 houses in a year 
was a relatively large-scale operator ; only 6 per cent of all builders 
covered were in this class. The small builders include subcontrac- 
tors and craftsmen who build 1 or 2 houses, as a speculation, be- 
tween jobs or after hours. They also include owners acting as 
contractors on their own homes. The latter class is very important 
in some of the smaller cities. 

Builders taking out a single permit constructed about as many 
houses as those taking out permits for 2 to 4 houses, for 5 to 9, 
or for 10 to 24. Less than 10 per cent of the houses were erected 
by the largest builders, i.e., those taking out permits for 100 or 
more houses a year. Nearly half (46 per cent) of the houses, 
however, were constructed by 6 per cent of the builders. 


TABLE 1.—DISTRIBUTION OF BUILDERS AND OF HOUSES IN 30 CITIES, BY 
NUMBER OF I-FAMILY HOUSES ERECTED IN 1938 


Builders Houses constructed 
Percent Percent 
Number of houses per builder Number of total Number of total 
| ae Se ERE . 2,894 100.0 9,697 100.0 
house — 1,735 60.0 1,735 17.9 
2 to 4 houses — 731 25.3 1,910 19.7 
5 to 9 houses . . 8.6 1.610 16.6 
10 to 24 houses — a @ 4.3 1,703 17.6 
215 to 49 houses ‘ 34 A 1,129 11.6 
50 to 99 houses ۳ 2 5 183 8.1 
100 houses or more 7 2 827 8.5 


The small builders are relatively more important in the smaller 
cities than they are in the larger places (table 2). In 12 cities of 
less than 100,000 population, 36 per cent of the homes were erected 
by builders taking out only 1 permit during the year. Sixty-eight 
per cent of all builders constructed only one house in these cities. 
In 5 cities having 500,000 or more population, only 11 per cent of 
the houses were constructed by this group. Over half of the build- 
ers, however, built only one house, even in these large cities. On 
the other hand, less than 1 per cent of the builders, each of whom 
took out permits for 100 or more houses during the period, ac- 
counted for more than 20 per cent of the new houses. 

It should be noted that the cities under 100,000 population 
included in these preliminary tabulations are middle-sized, rather 
than small. Only one of them, Stratford, Conn., had fewer than 
25,000 inhabitants in 1930. 

TABLE 2.—CUMULATIVE PERCENTAGE OF BUILDERS AND OF HOUSES, BY 
NUMBER OF I-FAMILY HOUSES FOR BUILDERS AND BY SIZE OF CITY, 1938 


23 cities of 32 
5 siise of 100,000 to HKG an 
over 000 500,000 ۰ 
Number of houses All 30 cities سد وپ ل ا‎ ulation dum- میب بمب‎ 
per builder Cumulative umultlative ulative per- ulative pre- 
rænt of— percent of— cent cent of— 


Builders Houses Builders Houses Builders Houses Builders Houses‏ ی 


564 106 585 188 67.9 35.9 


. 85.3 37.6 80.1 225 846 40: 92.6 69.8 
to 9 houses 93.9 54.2 5 335 N.! 60.7 78.4 895 
10 to 24 houses 98.2 718 95.5 49.6 78.6 81.0 100.0 100.0 
25 to 49 houses _.......... 99.3 83.4 97.8 63.7 99.7 93.6 
50 to 99 houses لو ... , 99.9 79.7 99.1 91.5 س‎ e 
۱00 houses or more 00.0 100.0 100.0 100.0 100.0 1000 


In the Building Permit Survey, a Federal Works Project, being made by 
the Division of Construction and Public Employment. 


Houses erected outside of city limits, where permits are not required, are 
not included. ۳ j á ppp 


Cleveland Suburbs, Ohio, Philadelphia, Pa., and San Francisco, Calif.; 
190,000 to 500,000, Atlanta, Ga., Bridgeport, Conn., Dallas, Tex., Dayton, 
hio, Fort Wayne, Ind., Indiana lis, Ind., Louisville, Ky., New Orleans 
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The STEEL SQUARE—(Continued from page 78) 


hip rafter. But the run of the hip 
rafter is 12 times the run of the 
common rafter and therefore it 
can be said that the rise per 7 
inch run of the hip rafter is al- 
ways the same as the rise- per- 
foot-run of the common rafters 
for roofs of equal pitch. If the 
rise of the common rafter per- 
foot-of-run is eight inches, then 
the rise of the hip rafter for each 
17 inches of run is eight inches. If the rise-per-foot-run 
of the common rafter is six inches, then the rise of the 
hip rafter for each 17 inches of run is six inches. If the 
rise-per-foot-run of the common rafter is nine inches, then 
the rise of the hip rafter for each 17 inches of run is nine 
inches. This can be seen from a study of Fig. 8. 
If a carpenter is called upon to lay out a hip rafter in 
a roof frame, one of the first things he must find out is 
the “length” of the rafter from the upper outside corner 
of the wall plate to the center of the ridge board. He 
generally knows the span of the roof out to out of walls 
and the rise-per-foot-of-run for the common or “main” 
rafters, that is, whether the slope of the roof is 8 in 12 
or 6 in 12 or 9 in 12 or whatever it is. If he is working 


from an Architect’s drawings, he can measure off from 
the sectional or elevation drawings to scale the span of 
the roof and the rise of the roof. The run of the roof 
will be of the span and if the rise of the roof in inches 
be divided by the run of the roof in feet, the result will 
be the rise-per-foot-of-run for the roof. 

To avoid doing the arithmetic, the slope of the roof 
may be found with the steel square as follows: Lay the 
square down flat on a large piece of strong brown paper 
as shown in Fig. 6. Mark off along the outside edge of 
the blade or body the distance A-B, a number of inches 
equal to the number of feet in the run of the roof. In this 
case let the span of the roof be thirty feet and the run 
fifteen feet. Mark off along the outside edge of the tongue 
the distance B-C a number of inches equal to the number 
of feet in the rise of the roof. In this case let the rise 
be ten feet. Draw the line A-B along the outside edge of 
the blade and then lift the square and draw the line A-C. 
Now lay the square down again in the position shown in 
Fig. 6 by the dotted lines so that the outside edge of the 
blade will lie along the line A-B and the 12 inch mark 
will come at the point A. Then the inch mark on the 
outside edge of the tongue of the square where it crosses 
the line A-C will give the rise-per-foot-run of the common 
rafters. In this case rise-per-foot-run will be eight inches. 

If you can find the length of the hip rafter per-foot-run 


MEANS MORE PROFIT FOR YOU! 


Harmonize floor with furniture . . . that’s the modern idea for 
homes! .. In the bedroom above; note how the absence of 
heavy graining in the floor makes for pleasing harmony with 
the smooth and simple modern furniture. Modern furniture is 
fine-grained . . so is Maple . . . and the two live peacefully 
with each other. Not only Blonde Maple, but other modern 
furniture looks at home on smooth floors of Maple. 


Home-owners— the whole family—will thank you for rec- 
ommending Hard Maple. It’s the longest-wearing comfortable 
floor and the most ideally suited for modern homes. Lay it in 
strips or blocks, natural or color-finished; by specifying trade- 
marked MFMA Maple, you insure association grading and all 
Northern Hard Maple. 


MAPLE FLOORING MANUFACTURERS ASSOCIATION 
1781 McCormick Building, Chicago, Illinois 


See our catalog data in Sweet's, Sec. 11/78. 
Write for folder on floor finishes suitable for homes. 


Floor with 
MFMA Maple 


(NORTHERN HARD) 
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of the main or common rafter, you have only to multiply 
this length-per-foot-run by the number of feet in the run 
of the common rafter to find the “length” of the hip 
rafter. Figs. 7 and 8 show how this length-per-foot-run 
for the hip rafter can be read off directly from the rafter 
tables on the face of the steel square blade. In these tables 
(Fig. 7) the second line from the top marked “Length 
of Hip or Valley Rafters Per Foot Run” gives figures 
indicating in inches and hundredths of an inch the length 
of hip rafters per-foot-run of main or common rafters for 
roofs whose rise-per-foot-run of the common rafter is 


indicated by the figure on the inch line at the head of E 32358585 22 Zs 
the es o figures. 1 SERAS 28 F 

Example: To find the length of a hip rafter for a roof § $% 8 Ë = 3 $ 8 
of equal pitch where the rise - per- foot- run of the common 2 3833222 2 g 
rafter is 8 inches and the span of the building is 16 feet, 5 2328 Jh E 7 
first, find on the inch line on the outside edge of the face 3 3 Ë 82 ZS ge 8 E 
of the body or blade of the steel square the figure 8, which ok 23 S B PE 4 3 $ 
represents the rise-per-foot-run for the roof in question. aA E 3 m= ss 8 

0 ۰ به‎ 6 * 8 =] 4 A 8 

Now, look in the column of figures marked on the side 5 5 272282222 3 O * 
of the face of the blade of the square underneath the “5 ‘Ges 3 g < se 88 
figure 8, as shown in the illustration marked Fig. 8, and * E EE 7 = 123 
in the second line underneath the figure 8 on the square, F See Jes £ * — 
you will see the figure 18.76. This is the length of the hip 22 7 8 p 23 8 a 337 mal ۰ 
rafter in inches (eighteen and seventy-six one-hun- 52 32 2 7 
dredths) for every foot in the run of the common rafter, a5 : ع‎ w 2 in 5 3 3 ص‎ 
or, in other words, for every foot in the half-span of the 8 E Se > 3 ~ 2 3 — 
roof out to out of wall plates. As the whole span of the 2 8 ۶ e 5 st = ۱ 
roof is sixteen feet, the half span, or the run of the com- = 8 = 8 13 8 7 z ag © 
mon rafters, is eight feet and the length of the hip rafter wa Bs 8 54 3 8 ۳ 5 f . aa 
is 8 times 18.76 inches, which is 150 inches. Dividing 1 SM بد رح‎ 322 É < 
this by 12, gives 12.5, which is 12 feet, 6 inches. Fig. 8 5 3333123 E $ — 
illustrates this example. 222610 


If the rise of the common rafter per- foot- of- run were 


FLEXIBILITY for every job....on the Job! 


9 inches instead of 8 inches, which would correspond to E gs xs 3 8 E 52 54 
a 36 pitch, you would take the square and look for the - 3 * Dg 122 2 
figure in the second line in the column of figures under 3° 2 24 $ 2 f 3 
the figure 9 in the inch line on the outside edge of the SE . 7 2411 5 F 
face of the blade or body. You would find the figure E he am E ۹1 
19.25, showing that for each foot in the run of the com- = £ g 2 ge 8 2 2 340 
(Continued to page 94) “A > 28 27 TEE 
Se. 2 2 — 2 
Hise eer) -Z 
2 - ۵ z 2 2 
TENTE E A و 23 و" 2 8 8 2 فل وار ا وار وا پا ار یس‎ e Á = 
r CEMTERS $6 ba —17 74 aa — 90 ot $3 she > 5 .8 و‎ RK 8 E £ > 5 4 
—— ا یا کن‎ — e a 1-0 80 SESE 2 8 ° ee 8 ＋ 8 8 3 

— Te REE TE — 7 ‘ a 3 $ 8 a | 9 5 8 g 73 
ILL LI و 258 و و‎ 
| Fic 7 RAFTER TABLES ۳۹ misses § es ee © 
as Reb." S38 Se Fz 
| 3383288131 

| e Length of Hip Rafter $ > 432 8 9 E 2 Aes 
i er Foot Run of 3 وی ی‎ ٩ 6 53۹٩ ری‎ SEE 
Son Rater 1 ات‎ 
— Gene 5< و‎ 9 ۶ 85 aba SRE RE 
۱ BASS 88411 GASES 


— 
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For every Purpose and Purse. 
Terms to suit you 
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(Continued from page 93) 


mon or “main” rafter, the hip rafter will have a length 
of nineteen and twenty-five one-hundredths inches or 
19%4 inches and the “length” of the hip rafter will be 
19%4 inches multiplied by the number of feet in the run 
of the main rafter. Thus, if the span of the roof were 
25 feet, the run of the main rafter would be 12% feet 
and the “length” of the hip rafter would be 1272 x 19.25 
inches, which is 2405 inches or 20 feet and five eighths 
of an inch. To this must be added enough to allow for 
the overhang of the rafter beyond the outside face of 
the wall plate. 


Length of Hip Rafters Without Rafter Tables 


The method explained above is all right if you have a 
steel square with the rafter tables on it, but these tables 
are only to be found on the more expensive squares. 
If your square does not have these tables on it, that does 
not mean that it cannot be used to find the length of hip 
rafters. This can be done by stepping the square along 
the rafter in the same way as was explained in the last 
preceding article in connection with laying out common 
rafters. First of all, it is necessary to get some idea of 
the total length of the hip rafter so as to choose a piece 
of stuff, long enough and not too long. The rise-per-foot- 
run of the common rafters is known. Let us suppose that 
it is 8 inches per-foot-run. If we can find the length of 
the hip rafter for each foot run of the common rafter, 
and multiply this by the number of feet in the run of the 
common rafter, we will have the “length” of the hip rafter. 
Fig. 4 and Fig. 8 show that for each foot in the run of 
the common rafter for a roof of equal pitch the hip rafter 
has a run of seventeen inches and a rise equal to the 
rise-per-foot-run of the common rafter. Therefore, lay 
the steel square down flat on a large piece of brown paper, 
mark off 17 inches along the outer edge of the blade, and 
the rise-per-foot-run (8 inches in this case) along the 
outer edge of the tongue, as shown in Fig. 9. Make marks 
at these two points 
(A and B in Fig. 9) 
and after lifting the 
square measure off 
the exact distance be- 
tween these two 
marks as shown in 
Fig. 9, where it is 
18.76 or 1834 inches. 
This distance is the 
length of the hip 
rafter for each foot 
run of the common 
rafter and this dis- 
tance multiplied by 
the number of feet in 
the run of the com- 
mon rafter will give 
the “length” of the 
hip rafter. 

But you may not feel very sure that you have not 
made a mistake in your arithmetic. After all, the best 
of us make mistakes and we don’t want to spoil expensive 
lumber, so it would be well to have some means of check- 
ing up on the length of the hip rafter before making 
any cuts. To do this, pick out a piece of stuff a foot or 
two longer than the “length” figured by the method ex- 
plained above and after dressing one edge, apply the 
steel square to it as shown on the left hand end of Fig. 10 
in such a way that the 17 inch mark on the outside edge 
of the blade and the 8 inch mark on the outside edge of 
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You can use this book immedi- 
ately. Let it show you how prof- 
itably you can now sell, fabricate 
and erect houses the Precision- 
Built way. How you work with 
your local architect or with our 
architect-designed plans. How 
you cut costs and keep those 
costs constant—to get full profits 
out of every job. 


TOMORROW'S HOMES — normally 
priced at $10.00 per copy—is 
privileged to established build- 
ers at $5.00. Use the coupon be- 
low. Mail it now to make certain 
of getting your copy. 
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When you can control your costs, 
you can control your profits. 
Builders in many parts of the 
country have discovered how to 
do both. Precision-Built construc- 
tion is the answer. $4,000,000 of 
homes have already been erected, 
this new engineered way. 


First of all, shop fabrication, then 
field erection. Moreover, walls 
and ceilings in large units—usu- 
ally in a single piece. And you do 
the whole job — have the house 
ready for occupancy in 10 to 
30 days! Any type—any size. 


You'll find TOMORROW'S HOMES a 
revelation. With almost 400 
pages, fully illustrated—this new 
book shows you how to control 
building, control costs, use local 
labor and local materials, and be 
sure of your profits in advance. 


In addition, the book gives you 
a complete, accurate, rapid esti- 
mating system—with area, lineal 
foot and cubic yard tables from 
1۳07۷ 1'0” to 50’x 50’. 


HOMASOTE 


Iniulating and Building Board 


— — — — — — — — — 


HOMASOTE COMPANY, TRENTON, NEW JERSEY 


) to secure — copies of 


) money order ( 


I enclose check ( 


TOMORROW’S HOMES at $5.00 per copy. 
) ۱ I would like further details about Precision-Built Construction. 


e . . OES 


PLEASE PRINT 
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aa Gine Juteriors 


nothing excells fine lime plaster. For permanent beauty, 
careful builders apply Ohio White finish or Hawk Spread 
White Finish - two famous brands of equal uniformity -- 


fresh, fat and fluffy. Your dealer can supply you. ...... 
... The Ohio Hydrate & Supply Co., Woodville, Ohio 


“Your lime is of highest 
و کرم‎ * Wisconsin Censistory, 
Herbert W. Tullgren, A.A.S.R., Milwaukee, Wise. 
1 Architect. Herbert W. Tullgren, 
Architect. 
John E. Gregory, 
Plastering Contractor. 


۲ Hawk Spread White Finish 
used. 


When DUNBRIK Manufacturers like Carl- 
sen can dominate the face brick market in 
Chicago—Consolidated Quarries of Atlanta 
sell over four million DUNBRIK per year, 
it is definite proof of the salability of the 
product and earning power of this line- 
production machine. 


These enviable records are the result of 
producing a superior product—lighter 
weight, greater strength, lower absorption, 
absolute accuracy, and with true corners. 
In addition, multiple sizes of standard brick 
(DUNSTONE) can be produced that per- 
mit hollow, insulated wall construction at 
cost level of frame. 


Write today for new book “4 Keys to Suc- 
cess” and learn about this wonderful ma- 
chine, permitting large production with only 
one or two men and costing but a fraction 
of what would be required for other pro- 
cesses of equal capacity. 


DUNTEX ROOF TILE MACHINE 


With this machine you can dominate the vast 
roofing material market with a product un- 
equalled in value, permanence, beauty and 
fire safety. Your manufacturing costs are 
low, investment moderate, and selling prices 
offer attractive profit. Send today for 
“DUNTEX Survey.” 


W. E. DUNN MFG. CO. 
450 W. 24th St. Holland, Mich. 
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the tongue will both rest on the dressed edge of the piece 
of stuff which in this case is towards the worker. The 
17 inch mark on the outside edge of the blade should be 
placed at the point A which should be located far enough 
from the extreme left hand end of the piece of stuff to 
allow for the overhang of the hip rafter over the outside 
face of the wall plate. Note that the overhang for the 
hip rafter will be about 1½ times as much as the over- 
hang for the common rafters. Now mark carefully the 
point where the outside edge of the tongue of the square 
crosses the dressed edge of the piece of stuff and then 
move the square along the dressed edge to the right, away 
from the point A to the position marked “2nd position” 
in Fig. 10, with the 17 inch mark on the outside edge of 
the blade and the 8 inch mark on the outside edge of the 
tongue still kept carefully on the dressed edge of the stuff. 
As indicated in Figs. 9 and 10, this means that the square 
will have been moved along a distance of 18.76 inches or 
1834 inches in the direction of the length of the hip rafter 
and a distance of 17 inches in the direction of the run 
of the hip rafter. This process can be repeated again 
and again until the square has been placed on the piece 
of stuff just as many times as there are feet in the run 
of the common rafter. 


Line of Inter- 
jon of Center 
ip withCenter 


ifion MN Position 


In its last position the square will be so placed that a 
line drawn on the side of the piece of stuff along the 
outside edge of the tongue will represent the line in which 
the center of the rafter would intersect the center of the 
ridge board or the line in which the hip rafter would in- 
tersect the ridge board if both the hip rafter and the ridge 
board were made of paper and had no thickness. The way 
in which allowance should be made for the thickness of 
the two members and the fact that they meet each other at 
an angle will be explained later. 


Finding Length of Hip Rafter When Run of Common 
Rafter is Not in Even Feet 


If the run of the common rafter is not an even number 
of feet, that is, if this run is, say, 12 feet, six inches, 
instead of 12 feet, then a somewhat different procedure 
is necessary. The square must be applied to the rafter as 
described above just as many times as there are even feet 
in the run of the common rafter, in this case 12 times, and 
it will then be in the position shown by the dotted lines 
in Fig. 11. The square must then be moved along to the 
right (towards the upper end of the rafter) a further dis- 
tance to allow for the extra six inches in the run of the 
common rafter. We have seen that for each foot in the 
run of the common rafter the run of the hip rafter is 
17 inches for roofs of equal pitch. Then for an increase 
of six inches, in the run of the common rafter, you can 
find the corresponding increase in the run of the hip 
rafter as follows: Lay the square down flat on a large 
piece of paper, as shown in Fig. 12. Draw lines along 


the outside edges of both the blade and the tongue. Make 
| marks at the 12 inch mark in the inch line on the outside 


DOOR EQUIPMENT 
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Many a contract, many a property 
transfer and many a rental is affected 
by the exterior attractiveness, and me- 
chanical efficiency of a Frantz “Over- 
The-Top” Equipment installation. Day 
after day, year after year, this trouble- 
free equipment will testify to your good 
judgment and prove a powerful lever- 
age on new business. If you’re not 
familiar with the 1940 model, by all 
means get acquainted at once... write 
for complete information. 


FRANTZ MANUFACTURING CO. 
Sterling, ۰ 
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LOOK 
FEATURE 8 


a with Automatic 


ners. 

Usable on old er new doors. 

Frietion brake prevents 
slamming. 

Only 2% inches headroom 
required. 

Adjustable to various 
weights of ۰ 

Door can’t elese of ewn 


accord. 
inexpensively Installed. 
Door balaneed in any posi- 


tion. 
Door entirely in bulliding 


en ۰ 
Has chromium-plated han- 
dio and cylinder ۰ 


FRANTZ 
Geuararteed BUILDWARE 
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Rooms for recreation 
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Ace high is this card room-library. The flexibility of Masonite 
Tempered Presdwood permits several unique features. For walls 
and ceilings the board can be left natural, or painted or var- 
nished. Radio loud-speaker is installed behind a Tempered 
Presdwood panel over built-in desk. Ample bookshelf space 
is provided by using Tempered Presdwood for cabinetwork. 


1 


Waste space in the cellar can be used to make this practical 
workshop. Tempered Presdwood is ideal for walls, ceilings, 
shelves and cabinets because it is highly moisture-resisting. 
Even though the cellar may be damp, Tempered Presdwood will 
not warp, chip, split or crack when it’s properly applied. Walls 
and ceiling are grooved with U scoring, and painted white. 
۰ ۰ ۰ 

® These are some of many new and unusual results that can be 
achieved with Masonite Tempered Presdwood. This grainless 
board not only offers the advantages of a dry material that is 
easy to cut and saw, but it also provides unusual durability. If 
you would like to examine Masonite Tempered Presdwood at 
close range, just mail the coupon for a sample. 


MASONITE 


TEMPERED 
PRESDWOOD 


The Wonder Wood of a Thousand Uses © Sold by Lumber Dealers Everywhere 


COPYRIGHT 1940, MASONITE CORPORATION 


MASONITE CORPORATION, Dept. AB-10 | 
111 W. Washington St., Chicago, Ill. 


Please send me a free sample and further details about Masonite 
Tempered Presdwood. 


Name 
Address 
State. 
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FIG. 11 


edges of both the blade and the tongue and then measure 
the diagonal distance between these two marks which 
will be nearly 17 inches. Now measure the diagonal 
distance between the six inch marks in the inch lines on 
the outside edges of both the blade and the tongue of the 
square. This distance will be found to be 6/12 of 17 
inches or 8% inches, as shown in Fig. 12. The diagonal 
distance between the two five inch marks will be 5/12 
of 17 inches and the diagonal distance between the two 
four inch marks will be 4/12 of 17 inches and so on. 
This means that for roofs of equal pitch when the runs 
of the common rafters are increased by 6 inches or 5 
inches or 4 inches, then the run of the hip rafter is 
increased by 814 inches or 7-1/12 inches or 5-2/3 inches 
respectively. In the case shown in Fig. 11, we will assume 
that the span of the roof is 25 feet and the run of the 
common rafters is 12% feet. When the square has been 
applied to the rafter 12 times, having been stepped along 
the dressed edge of the stuff eleven times, as explained 
above in connection with Fig. 10, it will be in what would 
be its final position if the run of the common rafter were 
12 feet. But the run is really twelve feet and six inches, 
so the steel square must be advanced to the right (towards 
the top end of the rafter) a further distance to allow for 
the increase of six inches in the run of the common rafter. 
A study of Fig. 10 will show that each time the square was 
stepped along the rafter, it was advanced away from the 
outside corner of the walls and towards the ridge a dis- 
tance of 17 inches in the direction of the run of the hip 
rafter, as indicated by the 17 inch dimensions along the 
outside edge of the blade or body of the square. The 
square must now be advanced a further distance of 4 
inches in the direction of the run of the hip rafter. To 
do this, draw or scratch a line on the side of the rafter 
along the outside edge of the tongue of the square when 
it is in the position for 12 foot run (line C-D in Fig. 11) 
and then move the square along to the right as shown 
by the full lines at the right hand end of Fig. 11 (keeping 
the 17 on the outside edge of the blade and the 8 on the 
outside edge of the tongue always on the dressed edge of 
the piece of stuff) 
until the 8 inch 
mark on the outside 
edge of the blade is 
on the line previously 
drawn along the out- 
side edge of the 
tongue (line C-D in 
Fig. 11). The square 
will then have been 
advanced 8% inches 
further in the direc- 
tion of the run of the 
hip rafter and a total 
distance in this direc- 
tion corresponding to 
the 12 foot six inch, 
run of the common 
rafter. With the 
square in this (Con- 
tinued to page 98) 
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The STEEL SQUARE- 
(Continued from page 97) 


last position, a line drawn on the side of the stuff along 
the outside edge of the tongue will be the line in which 
the hip rafter would intersect the ridge board if both the 
hip rafter and the ridge board were made of sheet metal 
or paper, that is, if they had no thickness. Since both the 
hip rafter and the ridge board have a considerable thick- 
ness, perhaps two inches for the ridge board and three or 
four inches for the hip rafter, the square must be moved 
back again (to the left in Fig. 11) to allow for this 
thickness before it will be in the correct position to in- 
dicate the proper cuts to be made to fit the top end of the 
hip rafter against the side of the ridge board. There are 
two cuts which will have to be made, one called the plumb 
cut, made necessary by the slope of the hip rafter, and 
the other called the side cut, made necessary by the fact 
that the hip rafter is not at right angles to the ridge in 
plan view. Fig. 1 illustrates this in plan view while Figs. 
2 and 8 show it in isometric. 

The next article in this series on the steel square will 
describe the method for getting the plumb cut and the 
side cut on the upper end of both hip and valley rafters, 
as well as the seat cuts for these rafters. The reason why 
hip rafters must sometimes be “backed” will be explained 
and what is meant by this word will be illustrated, show- 
ing the application of the steel square to this problem. 


* k * 


Front Cover Home Plans 


Beo Room’ 3 
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GARAGE 
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First FLOOR PLAN 


ABOVE plans of the front cover home, designed by Architect Ran- 
dolph Evans, New York, show a popular arrangement of six rooms 
and attached garage. The home is located at Harbor Green, Ll 


Scientifically Designed—Beautifully 
Styled—Built Right—Priced Right 


6 You will find in the 
extensive Moncrief line 
the type and size of 
winter air conditioner 
required, at a price that 
will command your in- 
terest. Every improve- 
ment that contributes 
to carefree convenience 
and finer comfort is in- 
cluded in Moncrief 
Winter Air Condition- 
ers. Engineering is 
correct in every detail. 
| Construction is most 
p” substantial and durable. 
E Cabinets are smartly 
styled, modern. 


Aristocrat Oil Fired 


: — — 
p ۰ 


Aristocrat Gas Fired 


For high efficiency, un- 
usual economy, fine ap- 
pearance, look to the 
complete Moncrief line. 


Write for new illus- 
trated literature and 
data sheets adapted to 
your files. 


HERE’S A BIG IMPROVEMENT 
IN W AIR FURNACES 
Moncrief DeLuxe 
Long Life Furnace 


یمم سمه — 


Aristocrat Coal Fired 


Automatic controls regulate tem- 
peratures constantly. Thermo-Drip 
Automatic Humidifier. Finished in 
handsome two-tone green enamel. 
Positively guaranteed for twenty 
years against any section burning 
out. Supplied with cast or steel 
heating unit. Truly the modern unit 
for the modern home. 


"Send ape new descriptive literature 


THE HENRY FURNACE & FOUNDRY C0. 


East 49th St. e Cleveland, Ohio 
en ee i n 
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Plywood Model Home- 
(Continued from page 58) 


except the kitchen where muslin has been applied to 

34-inch plywood walls and enameled. The kitchen walls 

are enameled hardboard over 34-inch Plywall. 
۱ 


The wall construction is indicated in the detail below 
which shows the manner in which the rabbeted edges of 
the panels were applied to give an open joint with the 
¥% Plypanel finish and 3/16” joint strips attached to a 
base of 5/16 Plyscord laid horizontally on the studs. 


(Bete 


al 


OPEN joint paneling, as 
in close-up at left, is de- 
tailed in diagram. Panel 
edges are quickly rab- ۱ 
beted with power router w 
shown in operation below. ere? c 

۹ ellar-to-Roof 


wt PROTECTION 
Brownskin is the only protective wrap that is creped 
to s-t-r-e-t-c-h and specially treated to resist do- 
‘terioration; passage of water, moisture or vapor. 
It lasts as long as the building. 


DRY WALLS 


For sheathing outside walls; vapor-sealing roofs, 
walls and ceilings; flashing windows and doors — 
it pays to specify Brownskin or Copperskin. They 
assure lifelong protection. 


DRY BASEMENTS 
Basement playrooms should be free from dampness. 
DETAIL OF INTERIOR PLywooo PANELING Brownskin, or Copperskin, is ideal for waterproof- 
ing foundations; termite shields and sill dampproof- 
ing: waterproofing cellar walls and floors; between 


> floorboards. 
— ANGIER CORPORATION 
’ — 83 Widell Street 
FRAMINGHAM MASS. 


Send for ۰ 
the-Brownskin 

an’’ PLE 
BOOK. Also these 
2 A. I. A. FOLDERS 


)1( Stretch of 15%: (2) Waterproof: (3) Tough: (4) Wind- 
proof: (5) Dustproof: (6) Economical Vapor-Seal. 


oppesshin 


Pure copper bonded to s-t-r-e-t-c-h-a-b-l-e Brownskin. 
Vapor-Seals and dampproois 100%. The advantages 
of heavy copper at 1/5 the cost. 


IN this bedroom, rabbeted panel edges prepared as above are butted 
to produce a simple V-joint effect on walls and ceiling. 


Ami 
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Evolve New Technique 
for Chicago Homes 
(Continued from page 52) 


being selected to do each operation most efficiently. They 
were found to be particularly handy in cutting the over- 
size first floor framing. Notching for ribbons, cutting 
of openings and sawing off projecting sheathing board 
were also done with these saws. Routing for door butts 
and mortising locks with electric tools, as well as fitting 
sash, were handled economically. 

As soon as operations can be completed on the present 
site where there are 25 lots available, construction has 
already been planned for further groups of these houses 
on a larger site containing about 20 acres. At the present 
rate of sales, C. Henning Vagtborg & Associates estimate 
that about 120 additional units can be built and sold within 
a year,—a true gauge of the rapid public acceptance of 
this revolutionary type of home which provides better 
value in a difficult market. 


4 


CONSTRUCTION views show, top, 2 by 6 subflooring being leid 
over 4 by 8 joists; center, looking down the trench excavation, work- 
men laying out studding in foreground; bottom, power saws are used 
to cut wall studs and notch for ribbons. 


۰ Toledo, Ohio 


BIG MONEY 


WITH AN 


A 11۲6 3 ۲ nn 
FLOOR SANDER 


; BIG PROFITS 


Here's your chance 
to make big mon- 
ey—be your own boss and get 
into something for yourself. 
There is no reason in the world 
why you should not be a big suc- 
cess in the floor surfacing busi- 
ness — you already know a lot 
about the building game, so you, 
naturally, have a head start. 


EFFICIENT ONE-MAN MACHINE 


The time saving, money-mak- 
ing new American high speed 
Standard floor sander is easy to 
run. No skill is required to op- 
erate and within a few hours you 
can run one as well as an “old 
timer.” American machines are 
easy to take from job to job so 
you don’t need any helpers. Start 
out as a one-man business and ex- 
pand as your work increases. 


SEND COUPON TODAY 


Be sure to sign and mail coupon below 
and get complete details and prices without 
cost or obligation. It costs you nothing to 
investigate. Now is the time to go in for 
yourself and become independent have 
your own American Method floor surfacing 
business. 


“AMERICAN 


FLGDR SURFACING MACHINE COMPANY 
511 So. St. Clair Street 


I Gentlemen: 


[I O Tell me how I can get into something for myself and be my 
own boss—also send free details and prices on the American 
Method—no obligation. 

I already own one, quote trade-in value. 
I am a contractor and want machine to use in my own 
business. 


101 


5. “A” Quality Mirrors (in accord- 
ance with government specifica- 
tions) — electrolytically copper 
backed 


not retain a stain 


ment, however deluxe. Don't permit 
cheap cabinets to let your bathrooms 
down. Build them “UP” with Miami 
Cabinets. Write Dept. AB for cata- 
log and details. 
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n MIAMI CABINETS sve vr au wer neo ras 


Rigid one-piece body of heavy 
Armco Steel—specially prepared 
for the finest finish 


adjustable non-glare shades 


For only a few dollars more than the 
cost of a cheap cabinet, you can 
equip the average bathroom with a 
Miami Cabinet that matches beauty 
and luxury with any bathroom equip- 


1. 


2. Sanitary—no open seams to start 
rust or collect dust 6. Brilliant chrome mirror frames: ei- 
3. Noiseless Doors—heavy brass and fective lighting: master craftsman- 
chromium, no tarnish hinges ship in every detail 
4. Scientifically designed lights with 7. “Crystal Snow” the finish that will 


me MIAMI CABINET nmsion 


THE PHILIP CAREY COMPANY ° MIDDLETOWN, OHIO 


TO BELIEVE..YOU MUST SEE! 
NEW MONARCH RADIAL SAW 


Saw tilts in- 
stantly to any 
angle without 
raising or lo - 
ering. Cuts 
adjusting 

time 90%! i 


Nothing to strike s 
operator’s head or ۵ 
r 


This amazing new universal 
woodworking machine saves 
time, trouble, and money. 
Incredibly faster and more 
convenient than any other 
saw on the market. Will 
make every conceivable cut 
or perform practically any 
operation you desire! 


YOU DON’T BELIEVE IT? 


Let us demonstrate these sawing miracles to you. 


FREE 15 DAY TRIAL! The Uni-Point is made in several mod- 
els. State capacities and type of work. Investigatel 


AMERICAN SAW MILL MACHINERY CO. 


Mak Woodworking Machinery, including Modern Saw Benches Bead Saws 
. — d Planers, — ورس‎ Lathes, ete. Also Everytbing for the Saw M : 


60 MAIN STREET HACKETTSTOWN, N. J. 


Monarch Uni-Point Radial 
Sew, set for 45° bevel 
cross cut. 


Monarch Uni-Point Radial Saw, 
set for 90° cross cut. 
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Cold Storage Locker Plants 
(Continued from page 73) 


8 in. to 10 in. deep. The footing should be placed on 
firm soil at least 3 ft. below grade and below the usual 
frost line. It is also best practice to place two - in. round 
reinforcing bars in the footing and near the top of the 
foundation as shown in the drawing, Fig. 2. These rein- 
forcing bars should be continuous around the building, 
lapped about 2 ft. 6 in. at splices. Unless soil drainage 
is excellent, a tile drain should be placed along the foot- 
ing entirely around the building and connected to a 
suitable outlet. 

Subgrade for the concrete floor should be prepared 
with care to obtain levels needed as shown in the drawing, 
Fig. 3. Then a 10-in. or 12-in. layer of fine stone or 
crushed rock should be placed and well tamped under 
the locker room and the sharp freezer room. Experience 
has shown that more complicated subfloors than those 
shown in the drawings are an unwarranted additional 
expense. Hundreds of locker plants built with the type 
of floor construction shown here have proved entirely 
successful. 

At this point in construction, all column footings, water 
pipes, floor drains, etc., should be in position. Standard 
construction then consists of placing a 4-in. concrete 
floor with light reinforcement such as No. 5 gauge. wire 
mesh 6 x 6 in. or H- in. round bars, spaced 10 in. on center 
both ways. After this concrete floor has hardened, the 
surface is mopped with tar or asphalt and the required 
thickness of rigid insulation is placed according to manu- 
facturers’ directions. 

The top 4-in. concrete floor is then placed and rein- 
forced as described above. Reinforcement of this concrete 
floor minimizes danger of cracking and is generally 
favored since sanitary floors of good appearance are im- 
portant in the cold storage locker plant. Usual practice 
is to build all floors level except that the floor in the re- 
ceiving room slopes toward the drain. An attractive 
colored concrete floor topping is sometimes preferred in 
the lobby where the concrete floor is to be exposed. 
Colored concrete is produced by adding mineral oxide 
pigments to the concrete topping. Manufacturers’ direc- 
tions should be followed. 


Construction Trends and Costs 


Because locker plants hold large amounts of food in 
storage, it is important that the building be highly firesafe, 
rodent-proof and free from objectionable odors of paint 
and lumber which might tend to lower the quality of 
stored foods. In view of these considerations, most 
plants are built of some form of masonry construction. 
Actual cost of construction will, of course, vary in differ- 
ent localities, with different materials, etc., but investiga- 
tions of agricultural colleges and the U. S. Department 
of Agriculture indicate that complete plant costs usually 
range between $25 and $35 per locker.* This cost includes 
cost of all equipment, insulation, building, refrigeration, 
in fact, all items except land. Cost of construction also 
varies somewhat with the size of locker plant, type of 
construction and other design features of the building. 
Excessive cost is sometimes caused by unnecessary com- 
plicated floor and roof construction. It is also of interest 
that remodeling of buildings for locker plants has often 
proved unsatisfactory and the cost per locker in the 
remodeled building often equals and sometimes exceeds 
cost of all new construction. This is due to the need for 
specially insulated floors and to the unusual structural 
requirements for a successful cold storage locker plant. 

An interesting feature of recently built cold storage 


Reinforced Electro- Sheet“ proves 


impervious to water and water vapor 
before and after accelerated aging 


This cutaway wall section shows how Reinforced 
Electro- Sheet Copper is used as an inexpen- 
sive and efficient concealed window flashing. 


O DETERMINE the relative effectiveness of the 
various available materials for water- and moisture- 
proofing, tests were recently conducted on twenty-one 
different products, five of which incorporated thin 
sheet metal. The metallic products, including four rein- 
forced Electro- Sheet types, were the only ones to prove 
impervious to water and water vapor both before and after 
accelerated aging. Such efficiency more than makes up 
for their moderate extra cost. 
Reinforced “Electro-Sheet” Copper for weather- 
proofing and concealed flashing is available in widths 


up to 60” and in weights of 1, 2, 3 and A 

5 ounces per square foot. b = Eon 2 
Although we do not furnish “Electro-Sheet” lami- 
nated to building papers, fabric or asphaltic com- 


pounds, we will be glad to mail samples and direct 
you to sources of supply for these materials. 


“gr ECTRO-SHEET 


Anaconda Copper 


THE AMERICAN BRASS COMPANY 
General Offices: Waterbury, Connecticut 
In Canada: ANACONDA AMERICAN Brass LTD., New Toronto, Ontario 
Subsidiary of Anaconda Copper Mining Company 


The rapidly increasing use of lumber preserved 
with DU PONT Chromated Zinc Chloride 
means more sales opportunities for builders 
and lumber dealers. 


Wood preservatives are not new. Mines, mills, 
railroads, other industries and public 
construction agencies have specified them for 
many years. However, it is important news to 
builders and dealers when home owners, 
architects and engineers are realizing the 
advantages of treated wood construction. 


Lumber preserved with DU PONT C. Z. C. 
possesses more salable advantages than any 
other type of treated wood. It is not only 
repellent to termites and resistant to decay, but 
is fire retarding, clean, odorless, paintable and 
readily fabricated. 


It will pay you to investigate the advantages of 
stocking. or using lumber treated with 
DU PONT Chromated Zinc Chloride. 


E. I. DU PONT DE Nemours & COMPANY 
INCORPORATED 


GRASSELLI CHEMICALS DEPARTMENT 
Wilmington, Delaware 


USE LUMBER PRESERVED WITH 


American Builder, June 1940. 


locker plants is the attractive exterior appearance obtained 
by more careful planning and architectural help in design- 
ing the plant for good appearance and sales appeal. One 
recent noteworthy example where fine appearance and 
thrifty masonry construction have been used to advantage 
is found in the Jasper County cold storage locker, 
Rensselaer, Indiana, shown on the second page of this 
article. This plant was built by the Myers Engineering 
Company, Chicago, and Norman T. Maxon, Chicago, 
was the architect. Walls of this plant are of insulating 
Waylite concrete block. Of particular interest is the 
roof construction which was of Postonway Waylite con- 
crete floor slabs. These units are precast hollow slabs of 
lightweight concrete 12 in. wide and 6 in. deep. Principal 
advantages of their use are that a firesafe roof structure 
is installed rapidly and economically. 


*Cost of construction and operation and reported income may be found 
in the following publications: “Refrigerated Food Lockers,” Farm Credit 
Administration, Washington, D. C.; Cold Storage Locker Plants,” Univer- 
sity of Wisconsin, Madison, Wisconsin; Cold Storage Lockers,” University 
of Minnesota, St. Paul, Minnesota. 
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FHA Approved Houses at the Fair 
(Continued from page 46) 


neighborly friendship at the Fair. Dedication exer- 
cises when the houses were opened were attended by 
many notables, including Mayor LaGuardia of New 
York, Grover Whalen and Harvey D. Gibson of the 
Fair, Stewart McDonald of FHA, and prominent build- 
ing and material officials. 

Construction and material details of the two houses 
include the following: 


$2,500 House 


FLOOR PLAN—235’ x 26’ with a 4’ x 14’ 6” bedroom 
extension. Full basement. Space saving hall arrange- 
ment. 

ROOF—Multicolored asphalt shingles, Certain-teed 
Products Co. 

EXTERIOR WALLS—Asbestos cedar grained sid- 
ing shingles, Johns-Manville. 

INTERIOR WALLS AND CEILINGS—Sheetrock 
gypsum board, U. S. Gypsum Co. 

HEATING—Forced circulation hot water, recessed 
radiators, copper tubing, coal-burning boiler, Crane Co. 

BATHROOM FIXTURES—Crane Co. 

FLOORS—Oak floors laid over diagonal subfloors. 
Linoleum in kitchen, tile in bathroom. 


$3,100 House 


FLOOR PLAN—26’ x 31’ with two bedrooms, din- 
ette, kitchen and 12’ x 14’ living room. Space upstairs 
for a small additional room. Fireplace, full basement, 
front vestibule and coat closet. 

ROOF—Green blend thick butt asphalt shingles, 
Flintkote Co. 

EXTERIOR SIDING—Idaho white pine bungalow 
siding, Weyerhaeuser Sales Co. 

CEILINGS—Upson Strong-Bilt Panels, Upson Co. 

PIPE AND FITTINGS—Mueller Brass Co. 
FLOORS—Oak floors laid over diagonal subfloors. 
Linoleum in dinette and kitchen; tile in bathroom. 
HEATING—Forced circulation hot water system 
with coal-burning Arco boiler, recessed radiators, cop- 
per tubing, American Radiator and Standard Sanitary 
Corp. Bell & Gossett fittings. 

BATHROOM FIXTURES—Modern fixtures with 
tub and shower, American Radiator and Standard Sani- 
tary Corp. 
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“Only AMERICAN BUILDER 
Gives You All These Advantages 


Hundreds of New Home 
Designs—of Proven Value 


In the course of a year there are approximately 125 new 
home designs shown in the pages of American Builder. 
These designs are the work of practical building men— 
for practical building men. Every design shown in 
American Builder represents a home that already has 
been built—and sold. New designs of course are in- 
cluded but only after their salability has been estab- 
lished. 


Complete Coverage of 
The Entire Building Industry 


Every month American Builder brings you the latest news 
and information of the entire building industry—from 
coast to coast—presented in easy to read form. You are 
told what all leading builders are doing, in all parts of 
the country. You receive full reports of the most suc- 
cessful building methods, proven successful by leading 
builders. 


Dozens of Photos Complete with Floor Plans—Elevations—Interiors—Job Pointers— 
Successful Sales and Advertising Methods—New Ideas—Construction Details 


Photos and Plans 


of 129 Good Homes 
TO BUILD TODAY 4 


Details and FREE OFFER 


And Only AMERICAN 
BUILDER Offers You This 
Valuable Mew Plan Book 


“Recommended Homes” brings to you the best 
work of the best builders in America—178 
pages, 83 x 1114, showing 129 designs of fast 


selling homes, complete with floor plans. 


See Next Page for Further 


Two Years $3 D 


—— E 


State 


Town of Tomorrow Homes 
The now famous “Double Duty” house at the New York 
World’s Fair, a compact design providing greater com- 
fort at extremely low cost . . . Long Island lonial with 
outstanding design resembling Dutch Farm House, yet 
modern in all respects . . . modern design added to tra- 
ditional New England architecture, showing elevations 
and arrangement of rear garden . . . Low cost “House of 
Many Woods” showing distinctive Scandinavian effect, 
1 by National Lumbermen's Association and 
owing construction details . . . The House of Vistas 
showing extreme modernism in design that is also com- 
fortable, livable and economical. 


Details That Helped Sales 


Quick sale made “Because wife liked kitchen” in Mont- 
clair home—striking all-electric kitchen in small modern 
Texas home—attic fan helps cool Alabama home—com- 
pact basic plan for Orchard Park (N.J.) home—living 
room of Long Island home enhanced by “hidden door” 
for book shelves—construction details contributing to 


successful building of 950 homes by Lang Brothers, Cin- 
cinnati. 

Special Features 

Convenient chart for quickly figuring F.H.A. payments 
—picture windows that have sales appeal—photos and 
details of delightful equipment for home grounds—at- 
tractive effects in concrete work Today all can be 


home owners” . . . “Brides Home” advertising that 
brought out crowds. 


This Page Can Only Suggest the Full 
Value of Our New 1940 Plan Book 


AMERI 

30 Church Street, New York, N. Y. 

Enclosed iss. „ for which enter my subscription for One Year $2 D 
Renewal O 


and include with my subscription at no extra cost a copy of “American Builder 


I, gg n IN OEE ای ھھھ یایچ ھچ‎ 


This offer is good only in U.S., its Possessions and Canada 640 


Some of the FEATURES YOU'LL FIND IN RECOMMENDED HOMES 


Return the Above Coupon and Gain All the Advantages of 
AMERICAN BUILDER plus free copy of RECOMMENDED HOMES 


(See previous page) 
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FREE 


a copy of “Ameri- 
can Builder Recom- 
mended Homes” 
with every Ameri- 
can Builder new or 


CAN BUILDER 


renewal Nam 


subscrip- 
tion, accompanied 
by $2 for one year, 
$3 for two years. To 
get YOUR free 
copy, use the form 


to the right. 


CA اتید‎ 


Six Prize Winning Homes 


The most distinctive homes winning prizes in the Ameri- 
can Gas Association’s nation-wide competition. An out- 
standing example of simple New England design that 


won prize for White Plains, N. Y. home. . prize win- 
ning compact home built at Rochester, N.Y., 6 rooms in 
area of 28 x 21 ft. (elevations also shown) . . . 8-room 


Colonial with winter air conditioning built in Brook- 
line, Mass., showing picture of attractive pine paneled 
basement room with brick fireplace . . . 7-room French 
Provincial with stone exterior and “straight line produc- 
tion” kitchen . . mountain home built at Altadena, 
Calif., with efficiency one floor plan . . . charming all- 
gas Dutch Colonial from Columbus, Ohio, with spacious 
living room photographed. 


Attractive Unusual Designs 

Five room cottage with three plans, “Economy,” “New 
England” and Modern. Space saving three level design 
for Union (N.J.) home—Hollis (L.1.) Colonial with 
dropped floor living room to fit hillside—Evanston (III.) 
7-room home on narrow lot—smartly styled modern 
motor home—two unusual narrow lot designs of homes 
built in Chicago. 


Modern and Modernized 


Modernized four-story unit wins $500.00 prize—Wich- 
ita, Kansas, retail store modernized—unusual modern 
style home in Illinois—8 practical salable suggestions for 
modernized basements—extreme modernism in brick and 
glass . . . modern Plan and Equipment for attractive De- 
troit home . . . modern home at Glendale, Calif., with 
circular dinette. 


De D 


ir 
ir 
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on All Subjects 


Facts, opinions and advice 


welcomed here 


George M. Gross Says: Worth Thousands 


Jamaica, N.Y. 
To the Editor: 

The Long Island issue of the American Builder is the best job 
I have ever seen on the building business as we conduct it out our 
way. The issue is so full of facts and money-making ideas for every 
builder, it is almost a post-graduate course in the building business 
for a person to read the issue through entirely. 

I wonder if the fellows who read it really know what that 
amount of information, contained in the Long Island issue of the 
American Builder, is worth to them in dollars and cents. Surely, 
no builder could go out and get that much information himself 
without spending thousands of dollars. 

GROSS MORTON CORPORATION, 
By George M. Gross, President. 


Another April Issue Enthusiast 


Amityville, L. I. 
To the Editor: 
I would like to take this opportunity to extend my congratula- 


tions on your marvelous work of the April 1940 issue of American 
Builder. 

While it is a grand idea for Long Island homes, I am sure that 
builders and lumber dealers everywhere will benefit by using your 
latest issue. We have two builders who have been customers for a 
number of years and feel that your last issue is indispensable. They 
have asked us to secure a copy for their own files. Considering our 


The 1939 BOOK GUIDE 


of American Builder and Building Age 


This 64-page Book Guide has been brought up 
to date and describes all the books and booklets 
on house and other small construction work pub- 
lished or revised within the past ten years. It is 
indexed for ready reference and a Table of Con- 
tents furnishes a guide to general subjects. 

Some of these are as follows: Air Condition- 
ing, Appraising, Architectural Drafting, Blue- 
print Reading, Bookkeeping, Brickwork, Cabinet 
Making, Carpentry, Churches, Concrete Engi- 
neering, Construction Methods, Contracts, Dec- 
orating, Electric Wiring, Estimating, Excavating, 
Farm Buildings, Fine Homes, Furniture, Garages, 
Gardening, Heating, Hollow Tile, House Plan- 
ning, Job Management, Low Cost Homes, Ma- 
sonry, Mechanical Equipment, Multiple Dwell- 
ings, Painting, Plumbing, Roof Framing, Sheet 
Metal Work, Specifications, Stairbuilding, Steel 
Square, Summer Homes. 


FREE ON REQUEST 
Book Service Department 


AMERICAN BUILDER AND BUILDING AGE 
30 Church Street New York, N. Y. 


Accurate duplicate cuts at all 


e BIG SAVINGS “LETTERS om Readers 


with this 


DOUBLE DUTY 
_Jpeedmatic 


WITH RADIAL ARM, Speedmatic gives 
you a “production rig’’—right on the 


Why SPEEDMATIC 
Does Better Sawing 
Helical Gear Drive—transmits 
most motor power to blade. 
Extra-Wide Shoe—no tipping— 
easy to guide. 

Center-Poise Grip requires only 
one hand. 

s- second Adjustment—for depth 
or bevel. 


job! 
angles. 


AS PORTABLE ELECTRIC SAW, the 
same Speedmatic, quickly detachable, 
can be taken all over the job for vari- 

ous handsaw operations. 


All the time-saving, cost-cutting, 
profit-making HELP that electric 
sawing can give you, is wrapped up 
in this Speedmatic Two-in-One 
package—all for a single invest- 
ment. A big saving over two 
seperate saws! Speedmatic fea- 
tures, themselves, are a guarantee 
of the very best sawing results. 
But a trial gives you real proof. 
So ask your Porter-Cable man (see 
phone book) for a demonstration 


os iat OAT 


Guard—protects at every cut- 
ting angle. 


PORTER-CABLE MACHINE COMPANY 
1731-F No. Salina Street, Syracuse, N. Y. 


STOP! SAVE! 
CALK ALL JOINTS WITH PECORA 


HETHER you build—or 
modernize—or repair— 
don’t leave the job unfinished. Calk 
all joints with Pecora, the time-tested 


š 
material that is so dependable. More 1 F 
important buildings are calked with $ 8 5 
Pecora than with any other com- F * ۷ 
pound. But the “little owner” too, is ot و و‎ 
interested in saving money and avoid- * $ * 
ing leaks and drafts. He will welcome 1 ا‎ 
the weather protection you can give Į * 
him with Pecora. Order a Pecora 5 وروی‎ 
Gun and keep it handy for small jobs. 1 * gfe 
Writ i r E-E- EF 

e for illustrated folde ۳ T È 1 
8 ۱ 
Pecora Paint ‘Company, Ine. 

Member of Producers’ Council, Inc. e2 7 


Established 1862 by Smith Bowen 
Fourth St. & Reading R. R. 


Philadelphia 


ALSO MORTAR STAINS è SASH PUTTIES è ROOF COATING, 
PFCOMASTICS FOR STRUCTURAL GLASS INSTALLATION 
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past relationship, would it be too much trouble to mail A. S. Pettit 
& Sons, Huntington Station, L.I., two extra copies? 

NASSAU SUFFOLK LUMBER & SUPPLY CORP., 
By Walter R. Pettit, Jr., 
A. S. Pettit & Sons Branch 


No American Builder Plan Service 
East Orange, N.J. 


To the Editor: 
This committee is conducting a survey of the small house field 
in this country with the object of determining methods by which 


improved architectural service may be made available therein. | A, 74 7 7 NG ۱1 "A 7 7 S FA f 77 / N 
It has come to our attention that you are operating a small home 
plan service for the benefit of your readers. We should be most | / 
grateful if you can help us to the extent of furnishing us with cer- | IN, 7 0 yi 0 UR Ai OME, AY ۳ 
tain information concerning your activities in this respect. | 
Can you give us a brief description of the service you offer, | 


stating : ses And build your reputation, too — by assuring permanent 
(a) Whether small scale sketch plans or complete working | ae o rg کا س ود‎ pg دمن اوی ل‎ 

drawings and specifications are offered, and for what price? | r — — سید سا‎ rr — Co a BRAR ~ g 
(b) Where designs are obtained and the designer’s or architect’s | “Proving Grounds” — the Payne Test- 

compensation ? | ing Laboratory! yx Backed by over a 


(c) How many sets of plans were sold last year? quarter-century of engineering and re- 
(d) How many houses do you estimate were built from these search, the Payne Floor Furnace, for 
plans? instance, offers an ideal economical 
Your co-operation in this matter will be greatly appreciated. source of dependable heat. Fully 
THE AMERICAN INSTITUTE OF ARCHITECTS, vented for safety, comfort, economy. 


By Kenneth W. Dalzell, Chairman, Sanan no basem — Scores = ex- 

itt Single Detached Unit Housing. us ive features, including most efficient 

baffling yet devised for uniform heat‏ . سا شین وی 
ANSWER: distribution. & There's a Payne Gas‏ 


Fired Unit for every heating need. Send 
for complete information and name of 
nearest dealer. 


Answering your query, with reference to the American Builder, 
it is evident that you have been entirely misinformed. The Ameri- 
can Builder does not conduct a plan service in any shape or form 
and is in no way connected with any organization that does. We 
illustrate monthly in our magazine a number of small home de- PAYNE FURNACE 
signs of merit selected from the work of competent home designers ۳ AYNEHE AT & SUPPLY CO.. INC 
(Continued to page 108) Beverly Hills, California 


Cater to this “PET PEEVE” 


NO MORE 
OF THIS 


GIVE THEM 
WHAT THEY 
WANT... 
AN OUTLET 
EVERY 

SIX INCHES. 


In last summer's heat 
Jack just couldn't eat 

He was alvays as cross as a bear. 
This summer is hot 

But Jack's house is not 

Since shingled by Robert McNair. 


Give the home builder electric "plug-ins" every six to 
eighteen inches. Answer the insistant demand for more electri- 
cal outlets. Plug-in“ Strip affords complete outlet adequacy 
to prospective home owners. 


Plug-in“ Strip means added convenience and greater sale- 
ability. Write to National today for full details. 


ROBERT McNAIR SHINGLE CO. Rational Electric 


VANCOUVER, BRITISH COLUMBIA rann, ‚ re 
"OVER 400 DEALERS IO SERVE YOU" itsburgh Fe. 
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LETTERS- 


(Continued from page 107) 


in various sections of the United States. We illustrate these for 
their suggestive value to other architects and builders. We credit 
these designs to their creators, and any correspondence from read 
ers inquiring about actual service is forwarded immediately and 
exclusively to these men who have given us the privilege of illus 
trating their work. I presume that in some cases a sale of archi- 
tectural service results. 

The American Builder is enjoying very fine co-operation from 
the architects doing house designs, and I believe that this has been 
a substantial feature in the growth of American Builder circulation 
among architects and draftsmen. 

Since the great majority of our subscribers are themselves func- 
tioning as architects in the service of their local communities, we 
have long felt that we did not care to be in competition with them 
by selling stock plans. They are competent to prepare their own, 
and we find that an interchange of suggestions and ideas is appre 
ciated by them. Experience in this field shows that almost invari- 
ably stock plans have to be modified and changed in certain par- 
ticulars to fit them to local topography and the individual client’s 
needs. These changes are vest handled by local planning talent.— 

EDITOR. 


Always Glad to Publish Worth While News 
Minneapolis, Minn. 
To the Editor : 

This is just by way of saying “Thanks” for the excellent write- 
up you gave the Bayport Housing Project in the May issue of 
American Builder. 

Without a doubt, this is the best write-up received from the 
standpoint of being complete and accurately handled. 

We are glad that you saw in it such news worthiness and hope 
that we will be able to repay the favor. 

CAMPBELL-MITHUN, 
By B. E. Howard. 


CUT COST 


OF SCAFFOLDING 


IN HALF 


RELIABLE Steel Scaffold 
Brackets can be used on wood 
or stucco with perfect safety. 
Remember: A safe workman is 
a good workman. 


= — 
— 


BRACKET FOLDS compactly. 
Easy to remove and erect on an- 
other job. Far less bulky to handle. 


Speed Up BUILDING and PAINTING 


In the last 30 years thousands of Builders and Painters 
have PROVED that Reliable Scaffold Brackets cut scaf- 
folding costs in half, last for decades and are many times 
SAFER. RELIABLES are easy to erect and remove—leave 
no holes to be plugged. Amazingly superior in every way 
to wooden scaffolding. You owe it to yourself to know all 
about these remarkable brackets. 


Satisfaction Guaranteed or Money Back 
WRITE TODAY for complete literature. 


RELIABLE JACK co., 1401 W. 2nd St., Dayton, Ohio 


RELIABLE 


SCAFFOLDING BRACKETS 


Majestic 


A sure way to get maxi- 
mum fireplace efficiency 
— and simplify construc- 
tion! Majestic dampers 
insure smoke-free opera- 
tion, control draft, and 
close extra tight (ideal 
for air-conditioned 
homes)! Poker control is 
standard; face or end 
control, slightly extra. 
Built-on lintels save time, 
materials and labor. 
Heat, smoke, soot and 
rust will not impair their 
efficient, easy operation. Write for catalog on Majestic 
Dampers and other building items. 


THE MAJESTIC COMPANY 
763 Erie Street Huntington, Indiana 


* IA <> 


Extensive Line of 
Quality Building Necessities 


x 


— 


THIS 1S THE STRONGEST CART MADE 


Tray is 12 Gauge — 6 Cubic Feet Capacity. 
Wheels 42 Inches Diameter. Flat or Oval Tires, 
with Plain or Roller Bearings. Trunnion Axles. 


EASILY WHEELED e EASILY DUMPED 


STERLING WHEELBARROW CO. 


MILWAUKEE, WISCONSIN 
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DO MOST BUILDERS 


prefer LAWSON 


BATHROOM CABINETS 


Only Lawson offers these features 

in one cabinet: 

1 One-piece seamless steel 
body, finished in vitreous 
porcelain 

2 Easy-to-clean, gently rounded 
inside corners 

3 Square outside comers and 
1%” retum flange provide 
easy setting in tile 1 
Adjustable Stainless Steel Shelf 
Supports and Standards 


Stainless Steel Tooth Brush 
Holder 9 
Bar and Spring Door Stop— J 


shock absorbing 


a 

5 

6 
7 Razor Blade Drop Lawson Bathroom Cabinets are 
9 

1 


offered in vitreous porcelain and 
baked of sok faigh, in a wide 
— ی‎ of styles and price ranges, 
with without side lights. 
Write Tot de 


Chromium Plated Piano Hinge 
Bullet Door Catch 
O “Jiffy” ratchet mirror clips 


THE F. H. LAWSON COMPANY 
Bathroom Equipment Division Dept. AB-3 Cincinnati, Ohio 


SOLD EXCLUSIVELY THROUGH WHOLESALE OUTLETS 


Don’t Build Homes With 
DEAD END CELLARS 


Sell Safety, 
Convenience 
with 
Bilco Steel 
Cellar Doors 


Safety in any home demands an exit from the 
cellar to the outside. The new Bilco copper-steel 
cellar door fills the bill with a permanently 
trouble-free unit that fits any home without affect- 
ing the floor plan. Comes knock-down, packaged; 
easy to install, neat, architecturally attractive. 
It’s rust proof, weatherproof, termite proof, 
burglar-proof; can’t warp, swell or sag. A prac- 
tical feature with sales value. For complete in- 
formation and prices write to 


BILCO MANUFACTURING COMPANY 
160 HALLOCK AVENUE, NEW HAVEN, CONN. 
Manufacturers of 
CONSERVATORY WINDOWS ۰.۰ ۰ . METAL ROOF SCUTTLES 
BULKHEAD DOORS . . . . WATERPROOF SIDEWALK DOORS 
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Dealer Information Worthy of Study 


Wichita, Kans. 
To the Editor : 

Please send us four more copies of the May 1940 number of 
your American Builder, as we particularly wish to pass on to 
some of our managers the article on page 134 about McDowell 
yards, of Chester, Pa., lining up the eighteen low cost houses and 
financing them. 

BIG JO LUMBER COMPANY, 
By H. N. Roberts, Vice-Pres. and Secy. 


Helps Develop “Young” Builders 


Cornwall, Ont., Can. 
To the Editor: 

We have been using back numbers of American Builder in our 
architectural drafting class in Cornwall’s new Vocational School, 
and find them very helpful, especially those numbers of a few 
years back where “The House of the Month” working drawings 
are given full page size and in such minute detail. Your more 
recent issues are fine, too, in other ways, but I hope you may give 
us an occasional “Old Timer” this coming year. 

I enclose my first subscription, though I have been buying 
occasional copies at the newsstands for some time. 


ELIZABETH MACKAY, Student. 


A Boost for “Recommended Homes” 
Rensselaer, N.Y. 
To the Editor: 
The copy of your very excellent book of “Recommended Homes” 
was received a few days ago, for which I thank you. The range 
of size style is quite impressive, and should certainly provide an 
unusually good basis from which to build a home. 


JOHN S. RUGGLES, Engineer. 


1A TRADE MARK 


ELECTRIC TOOLS 


“High Speed’? CONCRETE VIBRATORS 


Electro 
Magnet 


HAMMERS 


For Drilling, Cutting, 
and Dressing Concrete 


“High Torque 


POWER SAWS 
— — 

two reputations—and are known by 
contractors all over the worl 


First: As tools that can be depended upon to work through the 
job without breaking down. 


Syntron Tools car 


Second: As labor savers that will pay for themselves on the first 
fair sized job. 
و‎ 
Write for new booklet illustrating many ways 
these tools speed up jobs and save money 


SYNTRON COMPANY 


295 Lexington Ave. Homer City, Pa. 
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“TruCost” Estimating Figures 
for Home Designs in this Issue 


quest 


The Editors have prepared a 28 PAGE EXPLANA- 
TION of American Builder's “TruCost" system of 
quick, accurate estimating and offer it to anyone 
interested at 25 cents per copy. Please enclose 
payment when ordering. Address American 
Builder, 30 Church St., New York City. 


Page 46, June: World's Fair House 


“TRUCOST” ESTIMATING FIGURES FOR THIS 
HOUSE: Basement Walls, 110 lin. ft.; Trench Walls, 14 lin. ft.; 
Basement Floor, 700 sq. ft.; Excavation per ft. deep, 30 cu. yds.; 
Outside Walls, 13.75 sqs.; First Floor, 7.00 sqs. ; Ceiling, 7.00 sqs. ; 
Roof Pitch, 7” rise per ft. run; Roof, 8.75 sqs.; Cornice, C & F, 
132 lin. ft.; Partitions, 110 lin. ft.; Inside Finish OS Walls, 110 
lin. ft.; Front and OS French Doors, 1 opg.; Rear and Grade 
Doors, 1 opg.; Inside Doors and Cased Opgs., 11 opgs.; Win- 
dows and Casements, 14 opgs.; Gable Sash and Louvers, 2 opgs. ; 
Chimney, 26 lin. ft.; Porch Floor, .20 ۰ 


Page 47, June: World's Fair House 


“TRUCOST” ESTIMATING FIGURES FOR THIS 
HOUSE: Basement Walls, 106 lin. ft.; Trench Walls, 44 lin. ft.; 
Basement Floor, 700 sq. ft.; Excavation per ft. deep, 30 cu. yds.; 
Outside Walls, 17.00 sqs.; First Floor, 7.75 sqs.; Second Floor, 
without fin. fig., 5.00 sqs.; Ceiling, 7.75 sqs.; Roof Pitch, 9” rise 
per ft. run; Roof, 10.50 sqs.; Hips and Valleys, 38 lin. ft.; Cor- 
nice, C & F, 110 lin. ft; Partitions, 122 lin. ft.; Inside Finish OS 
Walls, 135 lin. ft.; Front and OS French Doors, 1 opg.; Rear 
and Grade Doors, 1 opg.; Inside Doors and Cased Opgs., 12 opgs. ; 
Windows and Casements, 20 opgs.; Chimney, 28 lin. ft.; Main 
Stairs, 1; Porch Floor, .32 sqs.; Porch and Balcony Post and 
Newels, 1; Deck Rail, 16 lin. ft. 


Practical Accounting and Cost 
Keeping for Contractors 


This practical book describes the easiest and best 
methods of keeping all kinds of contractor’s records, time 
keeping, cost keeping, bookkeeping, Social Security records, 
estimating forms, etc. It illustrates and explains book- 
keeping systems for the smallest builder or the largest 
general contractor. It shows how to keep costs on the 
job and in the office, how to prepare intelligent estimates, 
and how to draw up contracts and sub-contracts. 


r 170 pages, 300 illustrations, 8½ x 11½ inches, cloth, 
2.50. 


Hoge’s Wage Tables for 
Building Contractors 


This handbook prevents mistakes and saves time when 
figuring pay rolls. There is a complete set of wage tables 
worked out by quarter hours for any length of time from 
1 to 6034 hours, and every wage rate from 30 cents, in- 
creasing by 21% cents per hour, to $2.25 per hour. It also 
includes all odd rates, such as $.6834. You simply refer 
to the table showing the rate per hour and then follow 
down to the nearest quarter hour. 


۴۹ pages, 4½ x 6½ inches, thumb-indexed, flexible, 


BOOK SERVICE DEPARTMENT 


AMERICAN BUILDER and BUILDING AGE 
30 Church Street en York, N. Y. 


METAL 


SPANISH 
TILE 


Adds distinction to any residence, public building, 
roadside tavern, service station, country club, etc. 
Requires no special roof reinforcement yet protects 
as completely as roofings of excessive weight and 
cost. Unusual profit opportunity for dealer and con- 
tractor. Write for Catalog 95. 


THE EDWARDS MANUFACTURING CO. 
542-562 Eggleston Avenue Cincinnati, Ohio 


Modern rubber tired roll- 
er drum drive No ring 
gear — No countershaft — 
Less wear—Smooth run- 
ning—Load while mixing 
—Increased production 

—End discharge. 


End discharge — 
Air-cooled engine 
— Light weight — 
Welded construc- 
tion—Anti-fric- 
tion bearings— 
Spring mount- 
ing—High 
speed trailing. 


Write for Bulletin AB 


KWIK-MIX CONCRETE MIXER 
PORT WASHINGTON 


CO. 
WISCONSIN 


DOES 
NOT 


WARP 
SWELL 
LONG 


SERVICE 
LIFE 


INSULATED 
VENTILATED 


DONLEY PACKAGE RECEIVER 


© Deliveries of milk, food, etc., are safe in homes equipped 
with this prefabricated Donley Package Receiver. Auto- 
matic lock—insulated outer door and louvered inside door 
protect all deliveries from summer heat and winter cold. 
Outside door can be recessed into building for maximum 
weather protection. Two strong refrigerator type door 
catches of nickel plated brass. Automatic lock of rust- 
proofed steel and hinges that extend the full height of doors 
give greater durability. (Can be furnished without 
automatic lock.) 

This inexpensive convenience item increases sala- 
bility of new homes. Free book Donley Devices, 
gives information about this and many other home 
conveniences and specialties, Write for your copy! 


THE DONLEY BROTHERS CO. 


13910 Miles Avenue 5 Cleveland, Ohie 


of FINAL COSTS on 


WOOD FLOOR 
FINISHING 


LIGNOPHOL 


LIGNOPHOL costs less than one cent per square foot. It is applied in one 
coat with a long handled brush—reducing labor to the minimum. U. ۰ 
Forest Products Service says linseed oil does not even 
shellac and varnish are surface treatments that wear off 


WHEN YOU USE LIGNOPHOL 
THERE ۱5 NOTHING TO WEAR OFF | 


Its ONE application gives smoother, harder, more 
attractive floors. Thousands of contractors are 
finding the LIGNOPHOL method of - 
serving and finishing floors (and trim 
at 50% or more savings, the modern 
way to more profits and greater 

job satisfaction. 
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Page 51, June; Lind & Luckman, Archts. 

“TRUCOST” ESTIMATING FIGURES FOR THIS 
HOUSE: Basement Walls, 152 lin. ft.; Basement Floor, 675 sq. 
ft. Excavation per ft. deep, 50 cu. yds. ; Outside Walls, 16.25 sqs. ; 
First Floor, 5.70 sqs.; Second Floor, with fin. fig., 5.70 sqs.; 
Ceiling, 11.40 sqs.; Roof Pitch, 5” rise per ft. run; Roof 6.50 sqs. ; 
Cornice, C & F, 100 lin. ft.; Partitions, 148 lin. ft.; Inside Finish 
OS Walls, 200 lin. ft.; Front and OS French Doors, 2 opgs.; 
Rear and Grade Doors, 1 opg.; Inside Doors and Cased Opgs., 14 
opgs.; Windows and Casements, 21 opgs.; Chimney, 34 lin. ft.; 
Main Stairs, 1; Porch Floor over Laundry and Storage, 1.60 sqs. 


Page 54, June: Preu. Bldr. 


“TRUCOST ESTIMATING FIGURES FOR THIS 
HOUSE: Trench Walls, 150 lin. ft.; Outside Walls, 15.00 sqs.; 
First Floor, 7.00 sqs.; Ceiling, 7.00 sqs.; Roof Pitch, 4” per ft. 
run; Roof, 8.75 sqs.; Cornice, C & F, 100 lin. ft.; Partitions, 110 
lin. ft.; Inside Finish OS Walls, 122 lin. ft.; Front and OS French 
Doors, 1 opg.; Rear and Grade Doors, 1 opg.; Inside Doors and 
Cased Opgs., 10 opgs.; Windows and Casements, 10 opgs.; Gable 
Sash and Louvers, 2 opgs.; Porch Floor, .75 sqs.; Porch Ceilings, 
incl. Porte Cochere, 2.50 sqs.; Porch Beam, 54 lin. ft.; Porch and 
Balcony Post and Newels, 4; Porch Roof, incl. Porte Cochere, 
3.00 sqs.; Porch Cornice, 50 lin. ft.; Porch and Deck Rail, 22 
lin. ft. 


Page 57, June: West, Archt. 

“TRUCOST” ESTIMATING FIGURES FOR THIS 
HOUSE: Basement Walls, 140 lin. ft.; Trench Walls, 100 lin. 
ft.; Basement Floor, 1100 sq. ft.; Garage Floor, 400 sq. ft.; Ex- 
cavation per ft. deep, 48 cu. yards.; Outside Walls, 20.00 sqs.; 
First Floor, 11.00 sqs.; Second Floor, without fin. flg., 10.00 sqs. ; 
Ceiling, 11.00 sqs.; Roof Pitch, 8” rise per ft. run; Roof, 19.50 
sqs.; Hips and Valleys, 20 lin. ft.; Cornice, C & F, 260 lin. ft.; 
Partitions, 150 lin. ft.; Inside Finish OS Walls, 140 lin. ft.; Front 
and OS French Doors, 2 opgs.; Rear and Grade Doors, 2 opgs.; 
Garage Door 8 ft. wide, 2; Inside Doors and Cased Opgs., 12 
opgs.; Windows and Casements, 23 opgs.; Gable Sash and 


(Continued to page 112) 
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Fully hot the minute the 
switch is turned on, the 


a SLELTAIL + 


fAUIKHETER 


is the ideal auziliary unit for bathrooms, bedrooms, and chil- 
dren's playrooms. It provides comfort on chilly daya—and adds 
its warmth to that of the main heating plant on exceptionally 
cold days. 

The cold air, drawn in at the floor level, is quickly heated 
and forced out at the top—and immediately begins to circulate 
through the whole room. Its warmth is welcomed by 
the whole family. 


In New Construction and in Modernization 
the built-in O QUIKHETER should be included in the plans. 
Installed during the summer months, it will be ready to go 
into service when needed. 
There is a Wholesaler Near You 


who will make quick delivery from stock ia either 1,000, 1,250 
= ی‎ watt sizes. Write us for his name—and for descriptive 
ircular. 


Frank Adam 


ELECTRIC COMPANY 


ST. LOUIS 
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TruCost Figures 
(Continued from page 111) 


Louvers, 3 opgs.; Chimneys, 64 lin. ft.; Main Stairs, 1; Porch 
Floor, 1.20 sqs.; Porch Ceilings, 1.00 sqs.; Porch Beam, 20 lin. ft. ; 
Porch and Balcony Post and Newels, 8; Porch Roof, 1.75 sqs.; 
Porch Cornice, 20 lin. ft. 


Page 59, June: Spaulding, Archt. 

“TRUCOST” ESTIMATING FIGURES FOR THIS 
HOUSE: Trench Walls, 260 lin. ft.; Garage Floor, 342 sq. ft.; 
Outside Walls, 26.00 sqs.; First Floor, 19.00 sqs.; Ceiling, 19.00 
sqs.; Roof Pitch, 6” rise per ft. run; Roof, 28.00 sqs.; Hips and 
Valleys, 160 lin. ft.; Cornice, C & F, 300 lin. ft.; Cornice, 12”, 
300 lin. ft.; Partitions, 175 lin. ft.; Inside Finish OS Walls, 260 
lin. ft.; Front and OS French Doors, 2 opgs.; Rear and Grade 
Doors, 2 opgs.; Garage Door 8 ft. wide, 2; Inside Doors and 
Cased Opgs., 19 opgs.; Windows and Casements, 33 opgs.; Chim- 
ney, 24 lin. ft.; Porch Floor, .20 sqs.; Porch Ceilings, .20 sqs.; 
Porch Beam, 6 lin. ft. 


Page 61, June: Loye, Archt. 

“TRUCOST” ESTIMATING FIGURES FOR THIS 
HOUSE: Basement Walls, 106 lin. ft.; Trench Walls, 92 lin. 
ft.; Basement Floor, 675 sq. ft.; Excavation per ft. deep, 30 cu. 
yds.; Outside Walls, 20.00 sqs.; First Floor, 10.00 sqs.; Second 
Floor, with fin. fig., 5.00 sqs.; Ceiling, 15.00 sqs.; Roof Pitch, 
24”, 16” & 8” rise per ft. run; Roof, 19.00 sqs.; Cornice, C & F, 
240 lin. ft.; Partitions, 160 lin. ft.; Inside Finish OS Walls, 200 
lin. ft.; Front and OS French Doors, 2 opgs.; Rear and Grade 
Doors, 1 opg.; Inside Doors and Cased Opgs., 18 opgs.; Windows 
and Casements, 22 opgs.; Gable Sash and Louvers, 1 opg.; Chim- 
ney, 32 lin. ft.; Main Stairs, 1; Porch Floor, .25 sqs. 


Page 62, June: Bellamy, Archt. 

“TRUCOST” ESTIMATING FIGURES FOR THIS 
HOUSE: Basement Walls 114 lin. ft.; Trench Walls, 60 lin. ft.; 
Basement Floor, 800 sq. ft.; Garage Floor, 400 sq. ft.; Excava- 
tion per ft. deep, 40 cu. yds.; Outside Walls, 32.00 sqs.; First 


What old New England sea captains could tell 
modern home-builders about 


KEEPING BEAUTIFUL 
WOOD BEAUTIFUL 


Back in the days when Ameri- 
cans toted a gun for Indian 
protection every time they ven- 


toughest, most enduring finish 
that can possibly be used—it 
doesn’t crack under hammer 
blows, doesn’t break down in 
bowling alleys, comes out 
gleaming and fresh after a 
busy night in a ballroom! 


Specify a Pure Shellac 


On your next building, make 
sure those good floors stay that 
way through every season for 
years to come—beautify them 
and then protect that beauty, 
by specifying a good pure 
shellac. Write Shellac Informa- 
tion Bureau, 70 Pine Street, 
New York City, for a free copy 
of the standard specifications 
for architects, as approved by 
the American Bleached Shellac 
Manufacturers Association. 


tured outdoors—they already 
knew the secret of having beau- 
tiful woods indoors. For even 
then New England captains 
brought shellac from India, to 
give pine panelling and floors 
that hand-finished effect we 
now admire. 

Beauty-loving colonists dis- 
solved the shellac in pure alco- 
hol, applied it in thin coats 
after the woods had been sanded 
smooth, and then brought it to 
a polish with a coating of wax 
from their own bee-hives. 


A Lasting Beauty Treatment 


Today, except for the use of 
paste wax, the beauty treat- 
ment for good wood is identical 
in process, and even more ef- 
fective in results. Shellac is the 


SHELLAC INFORMATION BUREAU 


70 PINE STREET ° NEW YORK CITY 


É < 


MODERN CONSTRUCTION CALLS FOR 
UNION METAL STEEL BRIDGING 


@ This modern Cleveland, Ohio, home is but one of 
many being built this year which features Union Metal 
Steel Bridging throughout. Examine the facts, and 
the reasons for its growing popularity are apparent. 


Tests have proved Union Metal bridging more 
effective than 1” x 3” wood bridging, and its free- 
dom from warpage and shrinkage eliminates a 
major cause of squeaky floors. Installed cost— 
and here’s the surprising feature—is no more, 
sometimes less, than wood because steel bridg- 
ing can be applied in 1 to % the time. 


Union Metal bridging is available in lengths to 


fit all regular joist sizes and spacings. Write Accepted 
for free sample, descriptive folder and prices. ۰ by 
F. H. A. 


THE UNION METAL MANUFACTURING 
COMPANY ۰ CANTON, OHIO 


Water Repellency 


Long before WOODLIFE became a 
standard of excellence in the treating of — 
millwork and rough lumber, other 
water repellent solutions manufactured 1921 
by this company were successfully used 
to preserve fabrics, leather, wood, ce- 
ment, and brick. As early as 1921 our 
research laboratory developed effective 
water repellents which have been wide- 
ly used in treating automobile tops, 
tents, and leather goods. 


The result of this pioneering was a 
solution that came into use for treating 
wood parts in automobile and truck 
bodies in 1927—the fore-runner of 1921 
WOODLIFE. With the present 
WOODLIFE treatment, protection of 
sash and frames in 1931 ushered in a 
new era for all millwork and lumber 
products. This is the 1927 
time-proven back- 
ground of WOOD- 4 1 
LIFE—the first Com- 4 4 


plete Treatment for 
TOXIC WATER wood. 


REPELLENT 1931 
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Floor, 11.75 sqs.; Second Floor, with fin. fig., 11.00 sqs.; Ceiling, 
22.75 sqs.; Roof Pitch, 10” rise per ft. run; Roof, 16.00 sqs.; Hips 
and Valleys, 48 lin. ft.; Cornice, C & F, 244 lin. ft.; Cornice, 4”, 
52 lin. ft.; Partitions, 425 lin. ft.; Inside Finish OS Walls, 228 
lin. ft.; Front and OS French Doors, 2 opgs.; Rear and Grade 
Doors, 1 opg.; Garage Door 8 ft. wide, 2; Inside Doors and 
Cased Opgs., 24 opgs.; Windows and Casements, 32 opgs.; Gable 
Sash and Louvers, 2 opgs.; Chimney, 36 lin. ft.; Main Stairs, 1; 
Porch Floor, 2.00 sqs.; Porch Ceilings, 2.00 sqs.; Porch Beam, 56 
lin. ft.; Porch and Balcony Post and Newels, 11; Porch Roof. 
1.00 sq.; Porch Cornice, 38 lin. ft.; Porch and Deck Rail, 28 lin. ft. 


Page 63, June; Smith, Carroll & Johanson, Archts. 
“TRUCOST” ESTIMATING FIGURES FOR THIS | 
HOUSE: Trench Walls, 230 lin. ft.; Utility Rm. Floor, 180 sq. 
ft.; Garage Floor, 210 sq. ft.; Outside Walls, 20.00 sqs.; First 
Floor, 9.20 sqs.; Ceiling, 9.20 sqs.; Roof Pitch, 8” rise per ft. run; 
Roof, 15.50 sqs.; Hips and Valleys, 40 lin. ft.; Cornice, C & F, 
205 lin. ft.; Partitions, 110 lin. ft.; Inside Finish OS Walls, 134 
lin. ft.; Front and OS French Doors, 1 opg.; Rear and Grade 
Doors, 2 opgs.; Garage Door 8 ft. wide, 1; Inside Doors and e Load Measuring Batch Hopper (12" lower) while you 
Cased Opgs., 14 opgs.; Windows and Casements, 18 opgs.; Gable mix and discharge — fast as a power loader. 
Sash and Louvers, 2 opgs.; Chimney, 22 lin. ft.; Porch Floor, 1.25 © Criss - Cross Re- Mix Drum gives 
sqs.; Porch Ceilings, 1.25 sqs.; Porch Beam, 36 lin. ft.; Porch more thoro mix, faster discharge. 
and Balcony Post and Newels, 5; Porch Roof, 1.75 sqs.; Porch e Accurate Measuring Water Tank 
Cornice, 36 lin. ft.; Porch and Deck Rail, 16 lin. ft. is fast, syphon type. 


Fags 84. Taner Richmond مضه‎ Cam. e 3% H.P. Air-Cooled Wisconsin En- 


gine — lightweight, compact. 

“TRUCOST” ESTIMATING FIGURES FOR THIS © End Discharge Design — handy to 

HOUSE: Trench Walls, 118 lin. ft.; Outside Walls, 15.00 sqs.; 3۷5 HIGH SPEED pour, fast to trail on Timken Bear- 
First Floor, 8.00 sqs.; Ceiling, 8.00 sqs.; Roof Pitch, 10” rise per TILTER TRAILER ings, Springs, Pneumatic Tires, 

ft. run; Roof, 10.00 sqs.; Hips and Valleys, 50 lin. ft.; Cornice, Also 5S, 75, 105, 145 © Most advanced mixer on market, 
C & F, 136 lin. ft.; Cornice, 4”, 60 lin. ft.; Partitions, 112 lin. ft.; Power e Get new Catalog and prices. 

Inside Finish OS Walls, 116 lin. ft.; Front and OS French Doors, Transmission, Machind THE JAEGER MACHINE CO. 

1 opg.; Rear and Grade Doors, 1 opg.; Inside Doors and Cased Steel Drum Tracks. 521 Dublin ۰ Columbus, Ohio 


Opgs., 10 opgs.; Windows and Casements, 9 opgs.; Gable Sash 


and Louvers, 2 opgs. ; Chimney, 26 lin. ft.; Porch Floor, 1.00 sqs.; JA ۳ G E R 0¢ Pe Pt م_‎ NE 
Porch Ceilings, 1.00 sqs.; Porch Beam, 36 lin. ft.; Post and New- | | of r ej Liw Lii 
els, 3; Porch Roof, 1.75 sqs.; Porch Cornice, 44 lin. ft. | 


KEEP YOUR PROFITS... 


Blade Sizes 
6%” to 12” 


Cutting 

Capacities Balanced for Safety 
1%”, 25%”, 23”, 3”, With Greatest Weight 
356” and 454”. | MODEL 18 On Long End of Board 


AMERICA’S NO. I POWER SAW VALUE 


It's easy to keep your N on the long end of the board with these 
fast and efficient MALLSAWS that enable you to make every short cut 
in house framing that cuts costs. The first time you use one of these 
time and labor savers, you'll feel ite greater ease of operation, abund- 
ance of power and faster cutting action. More than this, you'll welcome 
the greater safety, lack of blade binding near end of cut and accurate 
cutting performance that result because the greater part of the saw’s 
weight rests on the long end of the board. Every model has sprin 
safety guard, loop handle with built-in switch and swivel base for beve 
cuts to 45 degrees. Get the feel of a MallSaw. Write for FREE Demon- 
stration and full information. 


MALL TOOL COMPANY ” - 


Successors to WAPPAT INCORPORATED AND WAPPAT GEAR WORKS 
Manufacturers of former WAPPAT and ALTA products. 


Please send free folder on MALLSAWS, MALI RADIAL 
| paw ما ی‎ DOOR MORTISERS, DOOR PLANES | 


| Dee 


YOUR CUSTOMERS EXPECT YOU 
TO SUGGEST THE NEWER AND 
MORE MODERN METHODS... 


Garage doors are important—they must be opened and 
closed in all kinds of weather—children, frail women 
and careless hired help all will use the garage doors. 
The Push-Over Stock Set is the answer. It will fit all 
openings up to 8’11” wide by 8’ high. Sets for wider 
— have two top tracks, only 5½ headroom 
needed. 


IMITATED BUT NOT EQUALLED 


ALLITH-PROUTY, INC. 


DANVILLE, ILLINOIS 


m 
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TruCost Figures 
(Continued from page 113) 


Page 66, June; Wilson & Morris, Archts. 

“TRUCOST” ESTIMATING FIGURES FOR THIS 
HOUSE: Trench Walls, 300 lin. ft.; Garage Floor, 430 sq. ft.; 
Excavation per ft. deep, 35 cu. yds.; Outside Walls, 22.00 sqs.; 
First Floor, 10.00 sqs.; Ceiling, 10.00 sqs.; Roof Pitch, 6” rise 
per ft. run; Roof, 20.00 sqs.; Cornice, C & F, 200 lin. ft.; Par- 
titions, 140 lin. ft.; Inside Finish OS Walls, 160 lin. ft.; Front 
and OS French Doors, 4 opgs.; Rear and Grade Doors, 3 opgs.; 
Garage Door 8 ft. wide, 2; Inside Doors and Cased Opgs., 12 
opgs.; Windows and Casements, 13 opgs.; Gable Sash and Louv. 
ers, 2 opgs.; Chimney, 22 lin. ft.; Porch Floor, 3.00 sqs.; Porch 
Ceilings, 1.90 sqs.; Porch Beam, 18 lin. ft.; Porch and Balcony 
Post and Newels, 3; Porch Roof, 2.00 sqs.; Porch Cornice, 18 
lin. ft. 


Page 69, June: Ahlers, Archt. 

“TRUCOST” ESTIMATING FIGURES FOR THIS 
HOUSE: Basement Walls, 170 lin. ft.; Trench Walls, 160 lin. 
ft.; Basement Floor, 1450 sq. ft.; Garage Floor, 480 sq. ft.; Ex- 
cavation per ft. deep, 62 cu. yds.; Outside Walls, 32.00 sqs.; First 
Floor, 15.00 sqs.; Second Floor, with fin. fig., 15.00 sqs.; Ceiling, 
30.00 sqs.; Roof Pitch, 12” rise per ft. run; Roof, 22.50 sqs.; Hips 
and Valleys, 230 lin. ft.; Cornice, C & F, 260 lin. ft.; Partitions, 
420 lin. ft.; Inside Finish OS Walls, 340 lin. ft.; Front and OS 
French Doors, 4 opgs.; Rear and Grade Doors, 2 opgs.; Garage 
Door 8 ft. wide, 2; Inside Doors and Cased Opgs., 32 opgs.; Win- 
dows and Casements, 40 opgs.; Chimneys, 70 lin. ft.; Main Stairs, 
2: Porch Floors, 2.25 sqs.; Porch Ceilings, 1.90 sqs.; Porch Beam, 
40 lin. ft.; Porch and Balcony Post and Newels, 6; Porch Roofs, 
including Garage Roofs, 8.50 sqs.; Porch Cornice, 40 lin. ft. 


Page 98, June: Front Cover House 


“TRUCOST” ESTIMATING FIGURES FOR THIS 
HOUSE: Basement Walls, 115 lin. ft.; Trench Walls, 80 lin. ft.; 
Basement Floor, 726 sq. ft.; Garage Floor, 156 sq. ft.; Excava- 
tion per ft. deep, 27 cu. yds.; Outside Walls, 23.00 sqs.; First 


Wo LENES OF 
MODERNA 6 ۶ 1 1 CHES 


These switches are de- 
signed for long life and 
dependable service. One 
line is composed of G-E 
Standard Switches insu- 
— lated with Textolite and 
288 E with blades anchored in 
* Á 92 Textolite blade carriers. 
|B ama 7 The other line is composed 
— YW of silent G-E Mercury ; 
GE2841, etc. Sphinx Switches having GE3008, etc. 
cushioned action with š 
little to wear out. Single- 
pole, double-pole, 3-way 
and 4-way types are avail- 
able in both lines with 
either brown or ivory 

handles. 


For further information see the, nearest G-E Merchandise 
Distributor or write to Section D-0776, Appliance a 
Merchandise Dept., General Electric Co., Bridgeport, ۳ 


A ج‎ 


GENERAL ELECTRIC 
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NEW CM. 
TRAILERS 


— J 83.11 Mixes 40 

€ to 50% Morei 
This profit trio gives you a choice 
of the BEST for your work. They 
are built to move fast—mix fast 
and last longer. Wonder Tilters 
and the new CMC 3۷ Non-Tilt 
lead tho industry. 


31۶-5 
Discharge ۰ 
der Titer! 


Before buying, get the new CMC catalog of Mixers. Tilters from 2½ to 10 
cu. ft. Non-Tilts to | yard size, | and 2 bag Hoe Type. Pumps, Hoists, 
Power Saws, Carts and Barrows. 


CONSTRUCTION MACHINERY COMPANY 
WATERLOO, IOWA 


Jalla How the 
EBCO DISHWASHING SINK 
Steps -up Efficiency | 
Saves On Installation 


0۱ 
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The Sink America Is Buying! And no 
wonder! There's no substitute for the 
EBCO Dishwashing Sink. It offers so many improvements you can't 
afford to be without the details It reduces dishwashing to three 
simple steps. The round compartment is patented — and more effi- 
cient. The permanence and quality of the porcelain enamel (in a 
choice of colors) can be demonstrated. Location of fixtures eliminates 
back-of-wall piping Level rim insures watertight mounting Offering 
many other features and available in various sizes, it's ideal for 
home or apartment When it's an 
EBCO you are sure of the best! 


Jhe 


401 WEST TOWN STREET 


COLUMBUS, 0 0 


national Correspondence 
Schools are written by men 
of practical as well as the- 
oretical background. 
Among the outstanding 
authorities who have con- 
tributed to the excellence 
of I. C. S. texts are: 


è D. KNICKERBACKER BOYD, Fellow, American Institute of Architects, 
Consultant on Materials, Methods, Exhibits, and Industrial Relations. 


e JOHN VREDENBURGH VAN PELT, Fellow, American Institute of 
Architects, Former Dean of College of Architecture, Cornell University. 


All I. C. S. Texts are profusely illustrated for greater clarity, by 
artists trained in “visual education.” For information on I. C. S. 
Courses related to your work, mail the coupon below. 


Employers: Write for information on group and apprentice-training programs 


Texrsooxs of the ۰ 
| 
| 


INTERNATIONAL CORRESPONDEN 


BOX 8237-85, SCRANTON, PENNA. 
Please furnish me with full particulars about the subject indicated: 
TECHNICAL AND INDUSTRIAL SUBJECTS 


0 Air Conditioning O Diesel Engines O Refrigeration 
Û Architecture Û] Aviation Û Electrical Engineering O Sanitary Engineering 


Engineering Û Electric Lighting Û Sheet Metal Work 
O Building Estimating O Machinist O Steam Engineering 
O Chemistry O Mechanical Drafting Û Steam Fitting 
D Civil Engineering U Mechanical Engineering ( Structural Engineering 
O Coal Mining O Plumbing O Surveying & Mapping 


O Contracting & Building Û Radio O Welding, Electric & Gas 
BUSINESS SUBJECTS 
Civil Service O Foremanship ۴ 
O Coliege Preparatory O High School Subjecte 
U First Yr. Col. Subjects تا‎ Saleemanship 
O Secretarial Work 


O Accounting 

O Advertising 

O Bookkeeping 

O Business Management 


o0neccccosecccces cteeneeeseeseeceeseseeoeoeee cesses ne oseesoeonesessecseseeeeeesceoeesasess 


Canadian residente send coupon to International Correspondence Schools 
Canadian, Limited, Montreal, Canada 


REID-WAY “8” Floor Sanders 


One Man Can Carry and Operate 
This High Production Machine 


“Only One Moving Part” 
NO GEARS—NO PULLEYS—NO BELTS 
Cut Maintenance Costs 


Costly upkeep parts are eliminated. One 
Moving Part“ principle allows machine to 
work directly to the quarter-round on BOTH 
sides. Increase business. profits and pres- 
tige with this speedy, clean-cutting Reid- 
Way 8“. Equipped with Automatic Sand- 
paper Tightener ard Motor Protector. 

REID-WAY OSCILLATOR fer Piane-Like Finish 

Use Reid-Way’s Oscillator 

on last finishing cut, for hand- 

some, hand-rubbed effect with- 
out extra labor costs. 


The REID-WAY 
Corporation 


106 30th St., S.E. 
CEDAR RAPIDS, IOWA 


SEND TODAY 
for Complete 
Information on 
REID-WAY 
Fieer-Finish ystem. 
“Oniy One Moving Part 


Every Shop Can Afford It! 


This unit, with 8 full-sized machines, 
each independently operated, per- 
forms every woodworking operation. 


MODEL “A” 
PLANING MILL 
SPECIAL 
Does complete job 
from rough lum- 
ber to finest trim 
and finish. Low 
in cost and in op- 
erating expense. 
Sturdily built for 
—— long and hard 
— service. 
Complete line of individual and combination machines 


Good Woodworking Machines Since 1887 


THE PARKS WOODWORKING MACHINE CO. 
Dept. BL-6 1524 Knowlton Street Cincinnati, Ohio 


American Builder, June 1940. 


Floor, 7.25 sqs.; Second Floor, with fin. fig., 7.25 sqs.; Ceiling, 
14.50 sqs.; Roof Pitch, 10” rise per ft. run; Roof, 15.00 sqs.; Hips 
and Valleys, 30 lin. ft.; Cornice, C & F, 200 lin. ft.; Cornice, 6”, 
68 lin. ft.; Partitions, 175 lin. ft.; Inside Finish OS Walls, 230 
lin. ft.; Front and OS French Doors, 2 opgs.; Rear and Grade 
Doors, 1 opg.; Garage Door 8 ft. wide, 1; Inside Doors and 
Cased Opgs., 20 opgs.; Windows and Casements, 24 opgs.; Gable 
Sash and Louvers, 1 opg.; Chimney, 32 lin. ft.; Main Stairs, 1; 
Porch Floor, 1.60 sqs.; Porch Ceilings, 1.44 sqs.; Porch Beam, 
34 lin. ft.; Porch and Balcony Post and Newels, 12; Porch Roof, 
1.70 sqs.; Porch Cornice, 36 lin. ft. 


R 4 * 


Hardware to Get Life-Time Warranty 


EFFECTIVE with July shipments, the National Brass Company, 
Grand Rapids, Mich., will inaugurate a Life-Time Warranty 
Policy applying to Dexter-Tubular locks and latches. 

A Warranty will be mounted upon the face of every Dexter- 
Tubular box. This certificate unconditionally guarantees satis- 
factory service of each Dexter-Tubular lock and latch for the 
entire life of the building in which it is installed. Should failure 
occur for any reason whatsoever, except abuse, it will be repaired 
or replaced without charge. 

The manufacturer recommends that the “Drill-Hole” installation 
be made with the Dexter Bit-Guide which eliminates measuring 
and squaring and assures accuracy of boring. 

All stock now on dealer’s shelves is automatically covered by 
this Warranty Policy. Dealers desiring Certificates for their stock 
may procure them by writing the manufacturer. 


$ $ + 


Stoker Sales Set Record 


EW all-time high sales records are being established in 1940 

by the stoker industry ; to date this year, the stoker industry’s 
unit sales are 16 per cent ahead of 1939, and 33 per cent ahead 
of 1938. 


High Quality, Low Price 


... these 2 features make the new 


CRAW-FIR-DOR 


the fastest-selling overhead-type 
garage door in the U.S. 


28 


pRICE ANY 
ING CENTER 


RETAIL 
u. S. JOBB 


© Equipped with free-spinning cylinder lock at no extra cost! 
Can be installed in less than ۷۵ day. Panels come primed. 
9 Pre-fitted for 8'x 7 openings. Three beautiful designs! 
® Door is durable Douglas Fir! Hardware is extra strength! 


If your distributor can’t supply you, write Fir Door Institute, 
Tacoma, Washington, or Crawford Door Co., Detroit, Michigan. 


In the Crawford Door Co.’s full line of garage doors is a model to 
Suit every one of your needs. See them now. 


aue. R- 


SELF ENERGIZING » ONE PIECE ۰ OVERHEAD TYPE 


1 


lise 
1 
un. 
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NEW INFORMATION- 
CATALOGS OFFERED 


Readers Wanting to Receive Any of the Catalogs and 
Data Sheets Listed in This ای ب‎ Should Write on 
Their Business Stationery Direct to the Manufacturer. 
When Writing, Mention This Department of American 
Builder and State Your Occupation or Business Connection. 


“BALANCED POWER AND FLEXIBILITY BY DE WALT” 
—An 8-page data sheet and broadside illustrates the five major 
De Walt types, and shows how each does the work of many ma- 
chines. Over 50 different woodworking operations are featured. 
The claim is made that “De Walt cuts costs as fast as it cuts 
wood.” —DE WALT PRODUCTS CORP., Lancaster, Pa. 


.“VENETIAN BLIND MANUAL”—24 pages of specifications, 


standards and design data are presented very attractively in a new 
publication of interest to architects, builders and dealers. Installa- 
tion and lighting data of value are included, and the Chicago line of 
wood slat blinds, enamel metal slat blinds and aluminum slat blinds 
is presented—_CHICAGO VENETIAN BLIND CO., Michigan 
at 39th Street, Chicago. 


“ROCKFORD” LINE OF CABINET HARDWARE—A big, 
bright broadside and wall hanger illustrates full size the chrome 
and color “Rockford” line of the National Lock Company. This 
poster shows the demonstrator display boards which progressive 
lumber dealers. are featuring on their counters and in their display 
rooms. Illustrations, being in full size and exact colors, give re- 
liable guidance to architects and builders. NATIONAL LOCK 
CO., Rockford, III. 


“THINGS YOU OUGHT TO KNOW ABOUT CASEMENT 
WINDOWS“ This standard treatise has been revised and en- 
larged into a 22-page illustrated booklet. It discusses casements 


Third Edition e By FRANK R. WALKER 


Practical Accounting and Cost 
Keeping for Contractors 


This book tells and shows with many illustrations 
how to select the right bookkeeping system for your 
business. The author explains in contractors’ lan- 
guage how to keep workmen’s time, obtain labor 
costs, prepare “mistake-proof” estimates and sub- 
mit proposals. Instruction is given on how to draw 
up contracts that are fair to the owner or sub-con- 
tractor and which give you protection when you 
need it. The book shows how to keep accurate rec- 
ords of “extra” work, keep labor and material re- 
ports and conduct your business in a business-like 
manner. The author, a practical contractor, has 
made a study of contractors’ business methods for 
25 years. 

170 pages, 300 illustrations, 81/,x111/, inches, 
flexible cloth binding, $2.50. 


Money Back if Not Satisfied 
BOOK SERVICE DEPARTMENT 


AMERICAN BUILDER and BUILDING AGE, 
30 Church Street, New York, N. Y. 
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SAVUTI Cuts Builders’ Cost 


For Automatic Hot Water System 


Savutime and side-arm heater to- gas is on. Should the user forget, 
gether cost only a fraction of the vutime turns the gas off automati- 


price of ordinary automatic hot wa- cally. In addition to saving on initial 
ter systems. By the touch of a button cost, builders can point to Savutime 
in bath, kitchen, or laundry, Savutime as a special feature of their homes 
lights or shuts off the gas water heat- that slashes gas consumption 30-60% 
er. Ar light above while providing unusual 
wall button glows while safety and convenience. es 
ر‎ Write for details and name of nearest distributor. (= 
| vutime Sales Co. 93 Manhattan St, Rochester, N. Y. 
E SAVUTIME 1 14 
A GAS WATER HEATER i z 
* > 
Get into business for yourself—installing nationally-advertised META- 
LANE Weatherstrips. We show you how to make quick, substantial 
profits. Houses all around you need weatherstrips . . . and home-owners 
know about METALANE—the silvery weatherstrip material that can- 
not corrode, turn black, stain paint, stone or woodwork in any 
climate; the weatherstrip material that lasts as long as the house 
itself. Write today for full details of how to make quick cash with 


METALANE. MONARCH METAL WEATHERSTRIP COR- 
PORATION, 6300 Etzel Ave., St. Louis, Mo. 


PUSH-BUTTON CONTROL 35K 


Monarch METALANE 


WEATHERSTRIP 


CHARGE It the Easy SMITH Way! 


Select either Feed 
Chute or Batch- 
hopper for Faster 


and EasierLoading. 


SMITH TILTER 


—the ONLY small tilter equipped 
with a feed chute. 31” wide and on- 
ly WAIST HIGH, it provides a big 
roomy target for the shovel man. 


STEP UP CONCRETE PRODUCTION 


MORE FOR YOUR MONEY — Con- 
venient loading — End - to- Center” 
mixing action — faster Tilt and Pour 
discharge. You get them ALL with 
a Smith 312, yet you pay very little 
more. Write for literature. 


THE T, L. SMITH COMPANY 
2849 N. 32nd St. Milwaukee, Wis. 


SMITH MIXERS 


. SS ۱8 1 18 EG Mixers 


CORNER ۱ (5 


Designed for Beauty—Priced to Sell 


ERE’S a standardized, stock line of attractive 
BILT-WELL Corner China Cabinets that com- 


bine distinctive styling, quality materials and work- 
manship, and low price. Today's building activity 
has created a real demand for Corner Cabinets and 
BILT-WELL gives you the easy-to-sell way to cash 
in on it. Cabinets precision built for easy installa- 


tion. Some models require no recess. Prompt ship- 
ment, semi-assembled, carton packed. Write today 
for Free literature and full details. 


Dubuque, lowa 
Man seman af Famous BILT-WELL Millwork 


CALBAR 
CAULKING 
COMPOUND 


other colors can 


Made in several trades, easily applied with 


Pressure Gun 


CALBAR PAINT & VARNISH CO. 

۱ Manufacturers of Toshnical Products 
2612-26 N. MARTHA ST. 
PHILADELPHIA, PA. 


a 
PROTECTION 


For Interior and Exterior Use 
Also 

Iron Fence, Gates, Iron and Wire 
window guards, Chain Link Wire 
Fence, etc. 

Send measurements showing your 
requirements and we will forward 
illustrations suitable for your en- 
closure. 


Cincinnati Iron Fence 
Company, Ine. 


== 3411 Spring Grove Ave. Cincinnati, Ohie 


Convert Prospects Into Customers With 


CARR, ADAMS & COLLIER COMPANY 
Jackson $ 


BILT 
س‎ alae — 


For ASBESTOS SHINGLE SIDING 


und. 
— Shingle Siding usually requires a Brilliant 
White color 7 Brilliant Light Gray, 
also be furnished. 


Send for information or order thra your Jobber. 


‘RAILING 
BEAUTY 


Rol-TOP DOORS MEETEVERY | HOME BUILI BUILDING NEE NEED! 
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from the point of view of the home owner, and makes clear the 
leading features of casement window hardware and casement 
operators. “How to Modernize Your Home with Casement Win- 
dows” is a companion piece, 14 pages illustrated, giving new 
information on the use of casement windows for remodeling and 
modernizing 1 ۲۱۳ CASEMENT HARDWARE CO, 406 N. 
Wood St., Chicago. 


| 


RUBBER FLOORING DATA—A series of illustrated data 
sheets shows specifications and examples of use of Wrightex 
rubber floors and the Wrightflor—two products for floors in 
homes and commercial buildings by—WRIGHT RUBBER 
PRODUCTS CO., Racine, Wis. 


“HOW TO MAKE GOOD WATERPROOFED CONCRETE” 
—An impressive brochure of 32 pages and covers, strikingly illus- 
trated with photographs and construction details, and giving 
complete information on the waterproofing of concrete stucco, 
concrete brick and tile, and mortar—MEDUSA PORTLAND 
CEMENT CO., 1002 Midland Bldg., Cleveland, O. 


— 


ee a 


۴ 


FOLDING SAW-HORSE BRACKETS—An illustrated folder 
presents the Bassick M-800 folding saw-horse bracket, and shows 
how it is used in connection with stock 2 x 4’s to make a strong, 
convenient saw-horse.— THE BASSICK CO., Bridgeport, Conn. 


“ARE YOU LOSING ANY TOOLS?“ An interesting little 
circular on Everhot branding irons asks this question and shows 


how to brand all tools to prevent loss—EVERHOT MANU- lag around cS ine icone to to. provide 
FACTURING CO., Maywood, III. a Be. Waterproof Job—Use Calbar Caulking Com- 


VICTOR IN-BILT VENTILATORS—The new Victor catalog 
is an 8-page booklet in silver and black. Dealers and builders are 
finding it useful in selling the Victor line, including the De luxe, 
Standard, and Master Models of the Victor In-Bilt ventilators 
and the new Victor Panelaire—VICTOR ELECTRIC PROD- 
UCTS, Inc., 2950 Robertson Road, Cincinnati, Ohio. 


(Continued to page 118) 


Calbar 


FREE TRIAL OFFER WITHOUT “RED TAPE” 


We ship prepaid, a FRED W. WAPPAT electric hand saw, not for mere 
“demonstration” hut to use on everyday jobs you choose. Put it to any 
test—compare it to any other electric hand saw. You’ll decide yourself to keep 
the Fred W. Wappat! Write today for the model that best suits your work. 


IRON 


MODEL A-8” MODEL A-9” 
$195 3 
21” cutt’g capacity Makes all jack rafter 


cuts. POWERFUL— 


Makes all jack cuts off 3” by 6” in 1} 


rafter cuts. FA seconds. 
—cuts off 2” by 10” 
in less than 2 sec. FRED W. 


Designed and built 
by Fred W. Wappat, whose high WAP PAT 
quality tools have meant extra 7323 Penn Ave. 
profits to builders since 1918 

Only the genuine Fred W. Wappat tools bear this signature. Pittsburgh, Pa. 


Give home owners a full measure of the smooth, easy, 
upward acting door convenience they want— plus the 
extra measure of lasting dependability which Kinnear 
RoL-TOP assures. RoL-TOP Doors are built in any 
practical size, to fit any building budget. 
And RoL-TOP offers other distinct advantages 
— weathertight Keystone Seal, with double 
jamb contacts and tight-wedging closure 
rigid, continuous angle-mounted tracks 
. extra-strength hardware . . . ball bearing 
operation and effective counterbalance . 
convenient motor operation if desired. And 
builders like RoL-TOP’S ease and economy 
of installation. Write for details. 


THE KINNEAR MANUFACTURING COMPANY 


1560-80 FIELDS AVE. COLUMBUS, OHIO 
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CATALOGS- 


(Continued from page 117) 
MODERNCO PRODUCTS—“Modern materials for modern 
homes” is the theme of a new illustrated circular from E. H. 
Batchelder, Jr., announcing his line of Modernbric, the improved 
insulating brick siding, and other items of roofing and insulation 
which make up his line. —MODERN BUILDING MATERIALS 


FIRZITE 


Means Finer Fir Plywood Finishes for 
Contractors . New Profits for Dealers! 


FIRZITE tames Cash in on Fir 

“wild,” raised Plywood’s grow- 

grain, helps elim- ing ی‎ nsnty 
with t 


“HC 
24-0 


RZITE sales and profit details. 


Without obligating us, FN send FREE ۲ 


3rd, Grand & Adams Sts. 


BREINIG BROS., 


ری 

2 

g inate hairline is supe- | CO., 111 W. Washington St., Chicago. and 
3 checking, enables rior pre-finisher! carp 
$ subsequent ma- Send co n for 1 ¢ : 

1 terials to “take” FREE “Firzited” | WRICOPRINT—A 4-page circular describes a new lettering been 


el, illustrated 


better, producing 
older, sales and 


rich, smooth fin- class 


outfit which allows builders with little or no lettering experience 


2 ished effects. ۳ profit details! to do perfect uniform lettering. Six styles are included— CHI 
2 SA 
1 SHADE CONTROL FOR PAPERHANGERS—Bulletin No. 16 p 


سب 
This Coupon Gets You a FREE “Firzited” Panel!‏ 


SC-1 tells about Shade Control, and tells how it gives better 

| paperhanging results. The Statter Mills’ wallpaper carries the 
new Shade Control recording on the back of each sheet as a 
positive guide to shade matching, eliminating lost time in shading 
wallpaper—STATTER WALL PAPER MILLS, Crystal Lake, 
111 


NEW JERSEY inclu 


set ۲ 
AM 
N.J. 


HOBOKEN 


descriptive folder and 


“WI 


FRANK ADAM ELECTRIC CATALOGS—Catalog No. 56 catal 
is a 98-page general catalog on switch and fuse panel boards, drav 
including stage switchboards and other electric specialties. Sup- cabi 
plemental bulletins, Nos. 57 and 58, cover “Dublbrak” circuit Rece 
breaker panelboards and cabinets, and moderate priced AC circuit 
breaker panelboards and cabinets FRANK ADAM ELECTRIC HE. 
CO., St. Louis, Mo. 
ARCOFLAME OIL HEATING UNITS—“It’s the Heating 
_ Write for Unit Behind the Thermostat That Counts,” an intriguing title for * 
complete information | 3 new G- page folder in full colors, emphasizing the four exclusive — 
HEATILATOR CO. pane 


features of the Arco flame oil heating units and conversion burners 
—AMERICAN RADIATOR & STANDARD SANITARY 
CORP., Pittsburgh, Pa. 


516 E. Brighton Ave. 
Syracuse, N. Y. 


NEW WALKER-TURNER RADIAL MACHINE—A dra- 
matic two-color broadside presents the “5 machines in 1,” Walker- 


WODACK Do-All“ 


Combination Electric 
Hammer and Drill 


Do you know which tools 
are yours—which your work- 
men’s? You can be sure, 
and prevent both accidental 
loss and theft when tools, 
ladders, scaffolding and con- 3 
struction lumber, wheelbar- pe 
Made so the hammer can be taken off the drill rows, etc., are clearly and 


without removing chuck. Two tools in one. Use permanently branded. 


star drills for concrete—twist drills for metal Cuts ۲ 
and wood. Capacity in concrete 1%”—metal 3%” Mark the evidence of your and 

—wood 54”. Additional uses—chipping, chiseling, ownership permanently with T 
vibrating, bush hammering, tamping, grinding an Everhot brander! Write constr 
and buffiing. A money maker for builders for illustrated literature. ۱ 
and installers of building equipment. Saves time, 22 
expense and muscle. Star drills all sizes 4” to and n 


EVERHOT MFG.CO. 


Dept. AB 
MAYWOOD, ILL. 


13%”. 


Wodack Electric Tool Corp. 


4630 W. Huron St. Chicago, I 


Write for descriptive folder. 


USE BOSTROM LEVELS 
IIS For Precision, Economy and 


QUALITYBILT _ 
DISAPPEARING 
STAIRWAY 


Here is the modern way to get more for 
your building dollar. Eliminate waste attic 
space by installing this perfectly balanced 
disappearing stairway. It is strong, rigid 
and non-folding, easily installed in new or 


Satisfaction 


A 
7 


old buildings. Rests on attic floor when not 
in use; does not take up valuable space in 
room below. Adds many times its cost to 
the value of the home by providing extra 


| storage or livable space. 


Ask your lumber dealer or write us for details s 
Address Dept. ۸۵-۵ es 


FARLEY & LOCTSCHER MFG. CO. 


DUBUQUE, IOWA 


Most Simple, Accurate, 

Durable and Complete 

/ Instruments in their price 
4 range. 


Satisfaction Guaranteed or Money Back 


Write for complete literature, prices and 
name of our distributor near you. 


Bostrom-Brady Mfg. Co. 


537 Stonewall St. ATLANTA, GA. 


No. 5 BOSTROM 
Convertible Level 
(Compass optional) 


LIGHT ELECTRIC 


A line of powerful light electric 
elevators built for — panes. 

or rapid 
assembly — strong — efficient and 
easy to install. Cost little to oper- 


FREE Engineering Data 


Present your elevator problem to us 
and let our engineers help. Descrip- 


KIMBALL BROS. CO. 


Council Bluffs, ۰ 


AND ALL TYPES AND GAUGES 
OF FLOOR AND WALL COVERING 
More than 350 designs, types and sizes} 
That's why builders and contractors 
like the B&T line of trims trademarked 
“CHROMEDGE” — it's complete. 
trous mouldings and edgings for all 
wall materials, for every decorative 
treatment or linoleum application. Trims 
in aluminum, brass, white metal, stain- 
less steel, rubber, etc. And all designed 


Send Bor This Catalog On 


B & T FLOOR COMPANY 


COLUMBUS, OHIO Owners of the Trademark 


CHROMEDGE 


for WEATHER-TIGHT 


WINDOWS 


The best weatherstrip or caulking can’t 
make a box frame weather-tight. Use 
the Pullman Unit Sash balance and you 
can build a solid plank frame. Use the 
Overhead Type balance and you can 
cut down width of mullions, provide 
maximum light area. Installation labor 
saved—costs no more than weights 
and cords. Write for catalog and 
specifications. Pullman Mfg. Corp., 
1180 University Ave., Rochester, N.Y. 


KIMBALL 


ELEVATORS 


Sawed, drilled and fitte 


ate. 


tive literature on request. 


for easiest installation. 


CAP OR مر‎ 
TE WAINSCOT|A 


tractors are illustrated and described —WALKER-TURNER | 


American Builder, June 1940. 


Turner radial woodworker. Its numerous uses in lumber yards, 
woodworking shops, industrial plants, and for builders and con- 


1 CO., Inc., Plainfield, N.J. 

red 

ion “HOW TO CUT COSTS AND INCREASE PROFITS”—A 
LS 24-page manual of Speedmatic saws includes a quantity of time | 


and money-saving ideas, and of estimating data for the use of 

carpenters, builders, contractors and dealers. This material has 
ing been compiled by a well known authority. How to handle various 
nce classes of work is clearly shown—PORTER-CABLE MA- 
ما‎ CHINE CO., Syracuse, N.Y. 


SAW MILL MACHINERY—“Condensed Catalogue No. 40,” 


No. 16 pages illustrated, shows five sizes of portable saw mill machines, 
iter including the popular “Economy” saw mill. The new single-acting 
the set works is an outstanding improvement in these saw mills.— 
a AMERICAN SAW MILL MACHINERY CO., Hackettstown, 
ing N.J. 
ike, J 
“WEISWAY CABINET SHOWERS FOR 1940”—A de luxe 
56 catalog of 24 pages gives full information, including working 
rds. drawings, of the several new and standard types of Weisway 
up- cabinets, the modern shower bath. The smart new seashell pattern 
cuit Receptor of vitreous porcelain is effectively illustrated. Both de 
cuit luxe and economy equipment are included in this 1940 catalog.— 
1 HENRY WEIS MFG. CO., Inc., Elkhart, Ind. 


CLEAR ARKANSAS PINE PANELING—“Which Pine for 
Paneled Walls?” is a very attractive 20-page portfolio of photo- 
graphs and working details, illustrating the beauty of clear 
paneling in Arkansas pine rather than the more familiar knotty 
pine effects. Four “work sheets” show the standard patterns now 
available from Bureau members and carried in stock or easily 
available through retail lumbermen.—ARKANSAS SOFT PINE 
BUREAU, Little Rock, Ark. 


all around 
work take a 
Speed Way 
No. 185 Saw 


Cuts Wood, Tile Marble, Cement. 
Slate and Gypsums, handles 4 
and every job. More power (1% 
. p.). more speed (4,600 r. p. m.). Full Ball Bearing 
construction, Guaranteed spiral-bevel gears. Ripping 
Guide, accurate oo adjustment, yet weighs only 25 Ibs. 
Grease twice a 

5 other types vas “with special wound SpeedWay motors 
and new low pri 


Write fer Saw Cireular 


mune * ...ی‎ m. 


REDUCING COSTS 
ی‎ 5 


Own a business. Build it by 
supplying more for less. 
Eliminate all unnecessary 
expenses. Manufacture and 
deliver direct to job, and 
profit by reducing costs. 
Learn how you can make your 
own materials or supply building 
trade in your territory. We sup- 
ply machine and equipment for 
making any permanent material 
efficiently and at low cost. 

Write today for free catalog con- 
taining low factory prices and 
liberal terms. Act now and see 
how easily you can make this 
double profit. 


CONCRETE EQUIPMENT CO. 
514 Ottawa Ave. Holland, Mich. 
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EASIER INSTALLED 
MORE EFFICIENT 


TRI ۴ Every home should have 
ALLMETAL weatherstrips on 
doors and windows. Home 
buyers demand it. Archi 
tects recommend it. You can make EXTRA PROFITS installing these 
well known, consistently good weatherstrips. 


Write for our prices on Metal Weatherstrip, Calki Compound, M 
Thresholds, Metal Wall Board Trim, Counter Edging. Sink Rims, ‘ete o 


AAJ LI LAME IL 


231 West Ohio Street c H 1 2 A A 4 


OVER 24 YEARS SATISFACTORY SERVICE 


Fits all garage openings up 
to 8’ x 8’. Sells to contractor 
for $12.50. High quality set 
with wheels in both vertical 
and horizontal tracks. Write 
for literature today. 
Dependable Products Since 1888 


COBURN TROLLEY TRACK CO. 
406 Ambler $t, Holyoke, Mass, 


/ 


SOFTWOOD’/” LUXURY WOOD 


Member of Famed ‘REZ’ Line of Sealers, Primers ond Paint: 
For All Types of Surfaces, including Fir Plywood and Dry Walls 


LAUX SALES co., Seattle, Los Angeles, Minneapolis, Chicago, Houston, Do 


— 


Classified Advertising 


Rates: 
Small letters 50c per word. 
Capital letters $1 per word. 
Minimum twenty words.| Help and Situations Wanted 
To Insure Insertion Remittance Must Accompany Order 


Business Opportunities 


For Sale and Exchange 


FOR SALE—used Floor Sanders, rebuilt at factory. As low 
as 25% to 50% of original prices. Write Box 640 Ameri- 
can Builder, Chicago, III. 


ee 


WOOD MANTELPIECES IN 
AUTHENTIC PERIOD DESIGN 


P This smart mantel design 

in the contemporary mode 
will harmonize with mod- 
ern decorative treatments 
of room and furniture. We 
have a large number of 
other designs to go with 
any other period. The 
mantel shown is No. 788 
—67 inches long, and 48 
inches high. The reason- 
able cost of these authen- 
tie period mantel-pieces 
will surprise you. Litera- 
ture will be sent to Con- 
tractors and Building Sup- 
ply Dealers. Write for 
new 1940 catalog. 


THE BRECHER COMPANY 
441 W. Jefferson Street 
Louisville, Ky. 


Teh- 


"EVERY SCREEN 
DOOR SHOULD HAVE WIRE 
CLOTH PROTECTION" 


KEES Screen Door Guards 


Double the life of screen doors by safe- 
guarding the cloth from pushing. aa 
rite 


F. D. KEES MFG. CO. 
Box 93 Beatrice, Neb. 


SURFACING new or old masonry—plastic Col- 
orcrete fuses itself, mzking a hard, water- 
proofed surface in 30 colors and shades. 
STUCCO SPRAYING, Colorcrete can be applied 
in any thickness desired. It fills cracks and 
checks. Pneumatic application assures denser 
surface with less material. 
DAMP-PROOFING. Big market in damp-proof- 
ing buildings, basements, etc., with Color- 
crete Machine and material. Beautifies and 
damp-proofs in one application. 
BUSINESS OF YOUR OWN. Small capital starts 
you. Some operators report costs of 2c and 
up per sq. ft. and sell up to ** per sq. ft. 
achine capacity up to 1000 sq. ft. our. 
Get the facts. Write today. * = 


COLORCRETE INDUSTRIES, INC. 
500 Ottawa Ave. Holland, Mich. 


TRY A STERLING 
CONVERTIBLE LEVEL 


for 10 days on your job with no expense or 
obligation to purchase. Sturdier construction, 
higher power telescope, and exclusive pat- 
ented features assure greater accuracy and 
lower operating costs. 
Save time and make more money by using a 
Sterling Level. 

Clip this coupon to your letterhead. 
7 el — —- ꝗ ß — [l 
| 


WARREN-KNIGHT CO. 
136 N. 12th St., Philadelphia, Pa. ۱ 
| Send new Bulletin F-56 describing Sterling 


(Patented) 


| Convertible Level, Model No. 40, and giv- 
ing details of free trial offer and easy pay- 

ment purchase plan. 
| — — AASA i E = 
ccc 1111 ۳ 
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